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Title  7— AGRICULTURE 

Chapter  I — Agricultural  Marketing 
Service  (Standards,  Inspections, 
Marketing  Practices),  Department  of 
Agriculture 

part  52— processed  FRUITS  AND 
VEGETABLES,  PROCESSED  PROD¬ 
UCTS  THEREOF,  AND  CERTAIN 
OTHER  PROCESSED  FOOD  PROD¬ 
UCTS 

Subpart — United  States  Standards  for 
Grades  of  Frozen  Apricots  ^ 

On  May  3,  1963,  a  notice  of  proposed 
rule  making  was  published  in  the  Fed¬ 
eral  Register  (28  F.R.  4449)  regarding 
a  proposed  revision  of  the  United  States 
Standards  for  Grades  of  Frozen  Apricots. 

After  consideration  of  all  relevant 
matters  presented  including  the  proposal 
set  forth  in  the  aforesaid  notice,  the 
following  United  States  Standards  for 
Grades  of  Frozen  Apricots  are  hereby 
promulgated  pursuant  to  the  authority 
contained  in  the  Agricultural  Marketing 
Act  of  1946  (secs.  202-208,  60  Stat.  1087, 
as  amended;  7  U.S.C.  1621-1627) : 

Statement  of  consideration  leading  to 
the  revised  standards.  The  afore¬ 
mentioned  publication  proposed  major 
changes  to  the  United  States  Standards 
for  Grades  of  Frozen  Apricots,  issued 
June  30, 1945,  and  amended  July  1, 1946, 
which  included  “grades  for  manufac¬ 
turing.”  Through  consultation  with  in¬ 
dustry  leaders,  including  a  conference 
with  representatives  of  California  freez¬ 
ers  of  apricots,  suggestions  have  been 
considered  fully  to  make  the  standards 
more  useful  for  application  to  frozen 
apricots  for  dessert  or  for  manufacturing 
purposes. 

The  revised  standards,  as  hereinafter 
set  forth,  recognize  all  of  the  comments 
and  views  received  and  contain  the  fol¬ 
lowing  major  changes  from  the  current 
standards  and  the  proposed  revision: 

(1)  The  standards  are  codified  under 
the  provisions  of  the  Administrative 
Procedure  Act; 

(2)  A  provision  is  made  for  any  non¬ 
nutritive  or  nutritive  packing  medium 
(including  pureed  apricots)  permitted 
under  the  Federal  Food,  Drug,  and  Cos¬ 
metic  Act; 

(3)  New  styles  of  cut,  machine-pitted, 
quartered,  sliced,  and  diced  have  been 
added  to  that  of  “halves”  style; 

(4)  The  style  of  whole,  with  and  with¬ 
out  pits.  Is  omitted  since  this  style  is  no 
longer  packed; 

(5)  Certain  features  of  the  formerly 
designated  “grades  for  manufacturing” 
are  refiected  in  the  requirements  for  the 

*  Compliance  with  the  provisions  of  these 
standards  shall  not  ezciise  fallvire  to  comply 
with  the  provisions  of  the  Federal  Pood, 
Drug,  and  Cosmetic  Act  or  with  applicable 
state  laws  and  regulations. 


new  styles,  particularly  those  for  cut  and 
machine-pitted,  normally  used  for  man¬ 
ufacturing  purposes; 

(6)  The  scoring  system  is  realigned  to 
conform  with  most  of  the  other  U.S. 
grade  standards  for  processed  fruits  and 
vegetables;  and 

(7)  Tolerances  for  color  and  defect 
allowances  are  readjusted  to  refiect  ap¬ 
propriate  quality  levels  for  the  several 
styles  and  to  meet  the  needs  of  buyers. 

It  is  hereby  found  impracticable  and 
contrary  to  the  public  interest  to  post¬ 
pone  the  effective  date  of  these  revised 
standards  imtil  30  days  after  publica¬ 
tion  in  the  Federal  Register  (5  U.S.C. 
1003)  in  that: 

(1)  All  views  submitted  have  been 
adopted; 

(2)  The  processing  industry  affected 
has  requested  immediate  issuance  of  the 
revised  standards; 

(3)  Additional  time  will  not  be  needed 
to  make  preparation  for  compliance  with 
the  revised  standards;  and 

(4)  The  freezing  of  apricots  begins 
about  June  15,  in  California,  which  is 
the  major  producing  area. 

Product  Description,  Styles,  Grades 

Sec. 

52.5521  Product  description. 

52.5522  Styles  of  frozen  apricots. 

52.5523  Grades  of  frozen  apricots. 

Factors  op  Qualitt 

52.5524  Ascertaining  the  grade  of  a  sample 

unit. 

52.5525  Ascertaining  the  rating  for  factors 

which  are  scored. 

52.5526  Color. 

52.5527  Size  and  S3mametry. 

52.5528  Defects. 

52.5529  Character. 

Lot  Compliance 

52.5530  Ascertaining  the  grade  of  a  lot. 

Scc«E  Sheet 

52.5531  Score  sheet  for  frozen  apricots. 

Authoritt:  !§  52.5521  to  52.5531  Issued 
imder  secs.  202-208,  60  Stat.  1087,  as  amend¬ 
ed;  7  UA.C.  1621-1627. 

Product  Description,  Styles,  Grades 

§  52.5521  Product  description. 

Frozen  apricots  are  prepared  from 
soimd,  mature,  fresh,  peeled  or  unpeeled 
fruit  of  any  commercial  variety  of 
apricot  which  are  sorted,  washed,  and 
may  be  trimmed  to  assure  a  clean  and 
wholesome  product.  The  apricots  are 
properly  drained  of  excess  water  before 
filling  into  containers;  may  be  packed 
with  the  addition  of  nutritive  sweetening 
Ingredient (s)  (including  syrup  and/or 
syrup  containing  pureed  apricots)  and/ 
or  suitable  antioxidant  ingredient (s) 
and/or  any  other  ingredient(s)  permis¬ 
sible  under  the  provisions  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act.  The 
apricots  are  prepared  and  frozen  in  ac¬ 
cordance  with  good  commercial  prac¬ 
tice;  and  are  maintained  at  tempera¬ 


tures  necessary  for  the  preservation  of 
the  product. 

§  52.5522  Styles  of  frozen  apricots. 

(a)  “Halves”  are  cut  approximately 
in  half  along  the  suture  from  stem  to 
apex  and  from  which  the  pit  has  been 
removed. 

(b)  “Quarters”  are  apricot  halves  cut 
into  two  approximately  equal  parts. 

(c)  “Slices”  are  apricot  halves  cut  into 
sectors  smaller  than  quarters. 

(d)  “Diced”  are  apricots  cut  into  ap¬ 
proximate  cubes. 

(e)  “Chits”  are  apricots  that  are  cut 
in  such  a  manner  as  to  change  the  orig¬ 
inal  conformation  and  do  not  meet  any 
of  the  foregoing  styles. 

(f)  “Machine-pitted”  means  mechan¬ 
ically  pitted  in  such  a  manner  as  to 
substantially  destroy  the  conformation 
of  the  fruit  in  removing  the  pit. 

§  52.5523  Grades  of  frozen  apricots. 

(a)  “UJS.  Grade  A”  (or  “U.S.  Fancy”) 
is  the  quality  of  frozen  apricots  that: 

(1)  Have  similar  varietal  characteristics, 

(2)  have  a  normal  fiavor  and  odor,  (3) 
have  good  color,  (4)  are  practically  uni¬ 
form  in  size  and  ssrmmetry  for  the  style 
of  halves,  (5)  are  practically  free  of  de¬ 
fects,  (6)  have  a  good  character,  and  (7) 
score  not  less  than  90  points  when  scored 
in  accordance  with  ^e  scoring  system 
outlined  in  this  subpart:  Provided,  That 
frozen  apricots  may  have  a  reasonably 
good  character,  and  in  the  style  of  halves 
may  be  reasonably  uniform  in  size  and 
symmetry,  if  the  total  score  is  not  less 
than  90  points. 

(b)  “U.S.  Grade  B”  (or  “U.S.  Choice”) 
is  the  quality  of  frozen  apricots  that: 

(1)  Have  similar  varietal  characteristics, 

(2)  have  a  normal  fiavor  and  odor,  (3) 
have  a  reasonably  good  color,  (4)  are 
reasonably  uniform  in  size  and  sym¬ 
metry  for  the  style  of  halves,  (5)  are 
reasonably  free  of  defects,  (6)  have  a 
reasonably  good  character,  and  (7) 
score  not  less  than  80  points  when 
scored  in  accordance  with  the  scoring 
system  outlined  in  this  subpart:  Pro¬ 
vided,  That  frozen  apricots  in  the  style 
of  halves  may  be  only  fairly  uniform  in 
size  and  symmetry  if  the  total  score  is 
not  less  than  80  points. 

(c)  “UJS.  Grade  C”  (or  “U.S.  Stand¬ 
ard”)  is  the  quality  of  frozen  apricots 
that:  (1)  Have  similar  varietal  charac¬ 
teristics,  (2)  have  normal  fiavor  and 
odor,  (3)  have  fairly  good  color,  (4)  are 
fairly  uniform  in  size  and  symmetry  for 
the  style  of  halves,  (5)  are  reasonably 
free  of  defects,  (6)  have  fairly  good 
character,  and  (7)  score  not  less  than 
70  points  when  scored  in  accordance  with 
the  scoring  system  outlined  in  this  sub- 
part:  Provided,  That  frozen  apricots  in 
the  style  of  halves  may  vary  in  size  if 
the  total  score  is  not  less  than  70  points. 

(d)  “Substandard”  is  the  quality  of 
frozen  apricots  that  fail  to  meet  the 
requirements  of  U.S.  Grade  C. 
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RULES  AND  REGULATIONS 


Factors  op  Quality 

§  52.5524  Ascertaining  the  grade  of  a 
sample  unit. 

(a)  General.  In  addition  to  consid¬ 
ering  other  requirements  outlined Jn  the 
standard,  the  following  quality  factors 
are  evaluated: 

(1)  Factors  not  rated  by  score  points. 
(i)  Varietal  characteristics; 

(ii)  Flavor  and  odor. 

(2)  Factors  rated  by  score  points. 
The  relative  importance  ^of  each  factor 
which  is  scored  is  expres^d  numerically 
on  the  scale  of  100.  The  maximum  num¬ 
ber  of  points  that  may  be  given  such 
factors  are: 


Factors :  Points 

Color  _  30 

Size  and  83rmmetry -  10 

Defects  _  30 

Character  _  30 


Total  score _ - —  100 


(b)  Definition  of  normal  flavor  and 
odor.  “Normal  flavor  and  odor”  means 
that  the  frozen  apricots  are  free  from 
objectionable  flavors  or  objectionable 
odors  of  any  kind. 

(c)  Evaluation  of  quality.  Quality 
factors  are  evaluated  Immediately  after 
thawing  to  the  extent  that  the  product 
is  substantially  free  from  ice  crystals 
and  can  be  handled  as  Individual  units. 

§  52.5525  Ascertamiog  the  rating  for 
factors  which  are  scored. 

The  essential  variations  within  each 
factor  which  is  scored  are  so  described 
that  the  value  may  be  ascertained  for 
such  factors  and  expressed  numerically. 
The  numerical  range  within  each  factor 
which  is  scored  is  inclusive.  (For  ex¬ 
ample,  “18  to  20  points”  means  18,  19,  or 
20  points.) 

§  52.5526  Color. 

(a)  General.  The  score  for  the  factor 
of  color  is  evaluated  by  considering  the 
overall  color  of  the  units.  Abnormal 
discoloration  near  or  within  the  pit 
cavity  shall  be  considered  in  the  evalua¬ 
tion  of  the  overall  color  of  the  unit. 

(b)  (A)  Classification.  Frozen  apri¬ 
cots  that  have  good  colm:  may  be  given 
a  score  of  27  to  30  points.  “Good  color” 
means:  that  internally  and  externally 
the  frozen  apricots  have  a  color  that  is 
bright,  practicsdly  uniform,  and  typical 
of  well-ripened  aiuicots  for  the  variety; 
and  that  deviations  from  such  tsqiical 
color  do  not  exceed  the  allowances  shown 
in  Table  I  of  this  subpart:  Provided, 
That  such  permitted  deviations  do  not 
materially  detract  from  the  overall  ap¬ 
pearance  of  the  product. 

(c)  (B)  Classification.  Frozen  apricots 
that  have  reasonably  good  color  may  be 
given  a  score  of  24  to  26  points.  Frozen 
apricots  that  fall  into  this  classiflca- 
tion  shall  not  be  graded  above  U.S.  Grade 
B,  regardless  of  the  total  score  for  the 
product  (this  is  a  limiting  rule) .  “Rea¬ 
sonably  good  color*'  means:  that  inter¬ 
nally  and  externally  the  frozen  apricots 
have  a  color  that  is  reasonably  bright, 
fairly  uniform,  and  typical  of  reasonably 
well-ripened  apricots  for  the  variety; 
and  that  deviations  from  such  typical 
color  do  not  exceed  the  allowances  shown 
in  Table  I  of  this  subpart:  Provided, 


That  such  permitted  deviations  do  not 
seriously  detract  from  the  overall  ap¬ 
pearance  of  the  product. 

(d)  (C).  Classification.  Frozen  apri¬ 
cots  that  have  fairly  good  color  may  be 
given  a  score  of  21  to  23  points.  Frozen 
apricots  that  fall  into  this  classiflca- 
tion  shall  not  be  graded  above  UJ3.  Grade 
C,  regardless  of  the  total  score  of  the 
product  (this  Is  a  limiting  rule) .  “Pair^ 
good  color”  means  that  the  apricots  are 


not  materially  darkened;  and  that  devi¬ 
ations  from  such  typical  color  do  not  ex¬ 
ceed  the  allowances  shown  in  Table  I  of 
this  subpart. 

(e)  (SStd)  Classification.  Frozen 
apricots  that  fail  to  meet  the  require¬ 
ments  of  paragraph  (d)  of  this  section 
may  be  given  a  score  of  0  to  20  points 
and  shall  not  be  graded  above  Substand¬ 
ard,  regardless  of  the  total  score  for  the 
product  (this  is  a  limiting  rule) . 


Table  I— Allowances  for  Color  Variation 


Grade 

classi¬ 

fication 

Styles 

Greenish-yellow 

Green 

Light  brown; 
di^k  brown 

On  H  or  less 
surface  area 

On  more  than  H 
surface  area 

On  H  or  less 
surface  area 

On  more  than  H 
surface  area 

A 

Halves . 

Maximum 

15  percent  by 
count. 

But  no 

Maximum 

6  percent  by 
count. 

more  than  a  tota 

Maximum 

6  percent  hy 
count. 

of  16  percent  by 

Maximum 

2  percent  by 
count, 
count. 

—  Maximum 
None. 

Quarters;  slices; 
diced;  cuts. 

12  percent  by 
weight. 

But  no 

4  percent  by 
weight. 

more  than  a  total 

4  percent  by 
weight. 

of  12  percent  by 

1.6  percent  by 
weight, 
weight. 

None. 

Machine  pitted.. 

15  percent  by 
weight. 

But  no 

5  percent  by 
weight. 

more  than  a  total 

5  percent  by 
weight. 

of  15  percent  by 

2  percent  by 
weight, 
weight. 

None. 

B 

HaUes-..' . 

No  Umit . 

20  percent  by 
count. 

But  no 

10  percent  by 
count. 

more  than  a  tota 

6  percent  by 
count. 

of  20  percent  by 

6  percent  by 
count, 
count. 

Quarters;  slices; 
diced;  cuts. 

No  limit . 

16  percent  by 
weight. 

But  no 

8  percent  by 
weight. 

more  man  a  tota 

4  percent  by 
weight. 

of  15  percent  by 

2.6  percent  by 
weight, 
weight. 

Machine  pitted.. 

No  limit . 

20  percent  by 
weight. 

But  no 

10  percent  by 
weight. 

more  man  a  tota 

5  percent  by 
weight. 

of  20  percent  by 

6  percent  by 
weight, 
weight. 

C 

Halves . 

No  limit . 

No  limit . . 

No  limit . 

16  percent  by 
count. 

But  no  more  t 
percent 

15  percent  by 
count. 

lan  a  total  of  20 
t)y  ooimt. 

Quarters;  slices; 
diced;  cuts. 

No  limit . 

No  limit . 

No  limit . 

10  percent  by 
weight. 

But  no  more  tl 
percent  1 

10  percent  by 
weight. 

Han  a  total  of  15 
>y  weight. 

Machine  pitted.. 

No  limit....... 

No  limit . 

No  limit . 

16  percent  by 
weight. 

But  no  more  t 
percent  t 

16  percent  by 
weight. 

ban  a  total  of  20 
)y  weight. 

count,  of  the  units  may  be  off -suture 
cuts  or  misshapen  units;  that  the  re¬ 
maining  units  may  vary  slightly  in 
thickness;  and,  in  90  percent,  by  count, 
of  the  remaining  units  having  the  most 
uniform  size  the  weight  of  the  largest 
full-size  unit  does  not  exc^d  the  weight 
of  the  smallest  full-size  unit  by  more 
than  50  percent. 

(d)  (B)  Classification.  Frozen  apri¬ 
cots  in  the  style  of  halves  that  are  rea¬ 
sonably  imiform  in  size  and  symmetry 
may  be  given  a  score  of  8  points.  “Rea¬ 
sonably  uniform  in  size  and  symmetry” 
means  that  not  more  than  20  percent,  by 
count,  of  the  units  may  be  off-suture 
cuts  or  misshapen  units;  that  the  re 
maining  units  may  vary  moderately  in 
thickness;  and,  in  90  percent,  by  count, 
of  the  remaining  imits  having  the  most 
uniform  size  the  weight  of  the  largest 
full-size  unit  is  not  more  than  twice  the 
weight  of  the  smallest  full-size  unit. 

(e)  (C)  Classification.  Frozen  apri¬ 
cots  in  the  style  of  halves  that  are  fairly 
uniform  in  size  and  symmetry  may  be 
given  a  score  of  7  points.  “Fairly  uni- 


§  52.5527  Size  and  symmetry. 

(a)  General.  The  factor  of  size  and 
ssmmetry  refers  to  the  uniformity  of  size 
and  to  the  symmetry  of  the  units  in  the 
style  of  halves  only.  The  total  score  for 
styles  other  than  halves  is  determined  by 
multiplying  the  sum  of  the  scores  as¬ 
signed  for  color,  defects,  and  character 
by  10  and  dividing  by  9,  dropping  any 
fractions. 

(b)  Definitions.  (1)  “Off -suture  cut” 
means  a  halved  apricot  unit  that  has 
been  cut  at  a  distance  greater  than  % 
inch  from  the  suture. 

(2)  “Misshapen  unit”  means  that  a 
unit  in  the  style  of  halves  has  been  ex¬ 
cessively  trimmed  so  that  its  normal 
shape  has  been  destroyed  other  than  be¬ 
cause  of  ripeness.  Halves  slightly  split 
between  ttie  pit  cavity  and  the  outer  edge 
are  not  considered  misshapen  units. 

(c)  (A)  Classification.  Frozen  apri¬ 
cots  in  the  style  of  halves  that  are  prac¬ 
tically  uniform  in  size  and  ssunmetry  may 
be  given  a  score  of  9  or  10  points.  “Prac¬ 
tically  uniform  in  size  and  S3mimetry” 
means  that  not  more  than  10  percent,  by 
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form  in  size  and  symmetry”  means  that 
not  more  than  20  percent,  by  count,  of 
the  units  may  be  misshapen  imits  and 
any  niunber  of  units  may  be  off-suture 
cuts.  Frozen  apricots  that  fall  into  this 
classification  shall  not  be  graded  above 
U.S.  Grade  B,  regardless  of  the  total 
score  for  the  product  (this  is  a  limiting 
rule) .  ' 

(f)  iSStd)  Classification.  Frozen  apri¬ 
cots  in  the  style  of  halves  that  fail  to 
meet  the  requirements  of  paragraph  (e) 
of  this  section  may  be  given  a  score  of 
0  to  6  points  and  shall  not  be  graded 
above  U.S.  Grade  C,  regardless  of  the 
total  score  for  the  product  (this  is  a  lim¬ 
iting  rule) . 

§  52.5528  Defects. 

(a)  General.  (1)  The  factor  of  de¬ 
fects  as  applicable  for  the  respective 
styles  refers  to  the  degree  of  freedom 
from  pit  material,  from  harmless  ex¬ 
traneous  material,  from  peel  (in  peeled 
apricots) ,  from  short  stems,  from  minor 
blemishes  and  blemishes,  from  crushed 
or  broken  units  (except  in  cuts  or  ma¬ 
chine-pitted  styles) ,  and  from  any  other 
defects  which  affect  the  appearance  or 
edibility  of  the  product. 

(2)  “Oimces”  and  "by  weight”  with 
respect  to  the  requirements  of  this  sec¬ 
tion  means  the  avoirdupois  weight  of 
fruit  exclusive  of  packing  media. 

(3)  “Average”  (or  the  abbreviation 
“Avg”)  with  respect  to  the  requirements 
of  this  section  means  the  average  as  as¬ 
certained  from  all  sample  units. 

(b)  Definitions  and  explanations  of 
defects.  (1)  "Harmless  extraneous  ma¬ 
terial”  means  any  vegetable  substance 
(such  as,  but  not  limited  to,  a  leaf  or 
portion  thereof  or  a  large  stem)  that  is 
harmless. 

(2)  “Short  stem”  means  the  short, 
thick,  woody  stem  which  attaches  the 
apricot  to  the  twig  of  the  tree  or  other 
stem  material  of  equivalent  woodiness 
and  shortness. 

(3)  “Pit  material”  means  any  whole  pit 
or  any  piece  of  pit  material  regardless 
of  size. 

(4)  “Minor  blemish”  means  significant 
surface  discolorations  that  are: 

(i)  light  brown  to  brown  surface  areas 
which,  singly  or  in  combination  on  a 
unit,  exceed  in  the  aggregate  the  area  of 
a  circle  %6  inch  in  diameter  but  do  not 
exceed  in  the  aggregate  the  area  of  a 
circle  ^  inch  in  disdneter;  or- 

(ii)  Single  dark  brown  smface  areas 
that  do  not  exceed  the  area  of  a  circle 
%6  inch  in  diameter  but  which,  singly  or 
in  combination  with  other  “minor  blem¬ 
ishes”  on  a  unit,  affect  materially  but 
not  seriously  the  appearance  of  the  imit. 

(5)  “Blemish”  means  scab,  hail  in¬ 
jury,  discoloration,  or  other  abnormali¬ 
ties  in  the  following  degree: 

(i)  Light  brown  to  brown  surface  areas 
which,  singly  or  in  combination  on  a 
unit,  exceed  in  the  aggregate  the  area  of 
a  circle  inch  in  diameter; 


(ii)  Blemishes  that  extend  into  the 
fruit  tissue  regardless  of  area  or  depth; 

(iii)  Single  dark  brown  surface  areas 
that  exceed  the  area  of  a  circle  %6  inch 
iiT  diameter,  whether  or  not  the  unit  is 
affected  by  minor  blemishes ;  or 

(iv)  Any  blemish  whether  or  not 
specifically  defined  or  mentioned  in  this 
subparagraph  which  seriously  affects  the 
appearance  of  the  unit. 

(6)  “Crushed  or  broken  unit”  in  all 
styles  other  than  cuts  and  machine- 
pitted  means: 

(i)  A  unit  that  has  definitely  lost  its 
normal  shape  and  bears  marks  of  crush¬ 
ing  or  is  otherwise  crushed  not  due  to 
ripeness;  and 

(ii)  A  unit  of  frozen  apricots  is 
“broken”  if  severed  into  definite  parts; 
but  halves  of  frozen  apricots  that  are 
slightly  or  partially  split  or  mashed  from 
the  edge  to  the  pit  cavity  are  not  con¬ 
sidered  broken.  Portions  equivalent  to 
a  full-size  unit  that  has  been  broken  are 
considered  as  one  unit  in  determining 
the  percentage  by  count. 

(c)  (A)  Classification.  Frozen  apri¬ 
cots  that  are  practically  free  of  defects 
may  be  given  a  score  of  27  to  30  points^ 
“Practically  free  of  defects”  means  that: 

(1)  Any  defecti?  present  may  no  more 
than  slightly  affect  the  appearance  or 
edibility  of  the  product;  and 

(2)  The  defects  present  do  not  exceed 
the  applicable  allowances  specified  in 
Table  n  of  this  subpart. 


(d)  iB)  Classification.  Frozen  apri¬ 
cots  that  are  reasonably  free  of  defects 
may  be  given  a  score  of  24  to  26  points. 
Frozen  apricots  that  fall  into  this  classi¬ 
fication  shall  not  be  graded  above  U.S. 
Grade  B,  regardless  of  the  total  score 
for  the  product  (this  is  a  limiting  rule) . 
“Reasonably  free  from  defects”  means 
that: 

(1)  Any  defects  present  do  not  mate¬ 
rially  detract  from  the  appearance  or 
edibility  of  the  product;  and 

(2)  The  defects  present  do  not  exceed 
the  applicable  allowances  specified  in 
Table  HI  of  this  subpart. 

(e)  (C)  Classification.  Frozen  apri¬ 
cots  that  are  fairly  Jree  from  defects 
may  be  given  a  score  of  21  to  23  points. 
Frozen  apricots  that  fall  into  this  classi¬ 
fication  shall  not  be  graded  above  U.S. 
Grade  C,  regardless  of  the  total  score 
for  the  product  (this  is  a  limiting  rule) . 
“Fairly  free  of  defects”  means  that;  • 

(1)  Any  defects  present  do  not  seri¬ 
ously  detract  from  the  appearance  or 
edibility  of  the  product ;  and 

(2)  The  defects  present  do  not  exceed 
the  applicable  allowances  specified  in 
Table  IV  of  this  subpart. 

(f)  iSStd)  Classification.  Frozen 
apricots  that  fail  to  meet  the  require¬ 
ments  of  paragraph  (e)  of  this  section 
may  be  given  a  score  of  0  to  20  points 
and  shall  not  be  graded  above  Sub¬ 
standard,  regardless  of  the  total  score 
for  the  product  (this  is  a  limiting  rule) . 


Table  II— U.S.  Grade  A 

MAXIMUM  ALLOWANCES  FOE  CERTAIN  DEFECTS  IN  FROZEN  APRICOTS 


Defects 

Styles 

Halves 

Quarters;  slices;  diced;  cuts 

Machine  pitted 

Harmless  extraneous 
material. 

•1  piece  per  128  ozs.  (average). 

1  piece  per  128  ozs.  (average). 

1  piece  per  128  ozs.  (average). 

Peel  (In  peeled).. . * 

1  square  inch  per  16  ozs. 
(average). 

1  square  inch  per  16  ozs. 
(average). 

1  square  inch  per  16  ozs. 
(average!. 

Small  stems 

1  per  24  ozs.  (average) . 

1  per  24  ozs.  (average) . 

1  per  24  ozs.  (average). 

Pit  material . 

1  per  200  ozs.  (average) . 

1  per  200  ozs.  (average) . 

1  per  200  ozs.  (average). 

Crushed  or  broken 
units. 

10  percent  by  count . 

6  percent  by  weight  (cuts 
excluded). 

Not  applicable. 

Units  affected  by 
minor  blemishes; 
and  blemishes. 

Total:  10  percent  by  count 
but  no  more  than  6  per¬ 
cent  by  count  blemished. 

Total:  8  percent  by  weight 
but  no  more  than  4  per¬ 
cent  by  weight  blemished. 

Total:  10  percent  by  weight 
but  no  more  than  6  percent 
by  weight  blemished. 

Table  III— U.S.  Grade  B 

MAXIMUM  ALLOWANCES  FOR  CERTAIN  DEFECTS  IN  FROZEN  APRICOTS 


Defects 

Styles 

» 

Halves 

Quarters;  slices;  diced;  cuts 

Machine  pitted 

Harmless  extraneous 
material. 

1  piece  per  64  ozs.  (average).. 

1  piece  per  64  ozs.  (average).. 

1  piece  per  64  ozs.  (average). 

Peel  (in  peeled) . . 

2  square  inches  per  16  ozs. 
(average). 

2  square  inches  per.  16  ozs. 
(average). 

2  square  inches  per  16  ozs. 
(average). 

Small  stems  . . 

2  per  24  ozs.  (average) . 

2  per  24  ozs.  (average) . . 

2  per  24  ozs.  (average). 

Pit  material _ _ 

1  per  100  ozs.  (average) . 

1  per  100  ozs.  (average) . 

1  per  100  ozs.  (average). 

Units  affected  by 
minor  blemishes; 
and  blemishes. 

Total:  20  percent  by  count 
but  no  more  than  10  per¬ 
cent  by  count  blemished. 

Total:  16  percent  by  weight 
but  no  more  than  8  per¬ 
cent  by  weight  blemished. 

Total:  20  percent  by  weight 
but  no  more  than  10  per¬ 
cent  by  weight  blemished. 
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State  committee  determines  that  direct 
purchases  are  necessary  in  order  to  make 
the  program  effective,  (c)  from  par¬ 
ticipating  ginners  and  others  by  cotton¬ 
seed  crushers  (referred  to  in  this  sub¬ 
part  as  “crushers”) ,  and  (d)  from 
participating  ginners  by  CCC  through 
county  offices  in  areas  where  crushers  do 
not  pay  ginners  at  least  the  f.o.b.  price 
which  CXX;  agrees  to  pay  to  ginners  for 
cottonseed,  and  the  State  committee 
determines  that  such  purchases  are 
necessary  to  make  the  program  effective. 
Lists  of  participating  ginners  will  be 
maintained  in  ASC  State  and  coimty 
offices  (referred  to  in  this  subpart  as 
ASC  “State”  and  "county”  offices).  As 
used  in  these  regulations,  “C(X3”  means 
the  Commodity  Credit  Corporation,  and 
"ASCS”  means  the  Agricultural  Stabili¬ 
zation  and  Conservation  Service  of  the 
United  States  Department  of  Agricul¬ 
ture. 

§  1443.1939  Administration. 

(a)  Responsibility.  The  Parmer  Pro¬ 
grams  Division,  ASCS,  will  administer 
the  provisions  of  this  subpart  under  the 
general  supervision  and  direction  of  the 
Deputy  Administrator,  State  and  Coimty 
Operations,  ASCS,  in  accordance  with 
program  provisions  and  policy  deter¬ 
mined  by  CCC  Bosu'd  and  the  Executive 
Vice  President,  CCC. 

(1)  The  purchase,  transportation, 

handling,  and  storage  of  'cottonseed 
prior  to  delivery  of  the  cottonseed  to 
a  crusher  or  to  a  storage  facility  ap¬ 
proved  by  the  New  Orleans  ASCS  Com¬ 
modity  Office  (such  storage  facility  will 
be  referred  to  in  this  subpart  as  “ap¬ 
proved  storage  facility”) ,  will  be  admin¬ 
istered  through  Agricultural  Stabiliza¬ 
tion  and  Conservation  State  and  county 
committees  (referred  to  in  this  subpart 
as  ASC  “State”  and  “county”  commit¬ 
tees)  .  Contracts  relating  to  such  opera¬ 
tions  may  be  executed  on  behalf  of  CCC 
only  by  authorized  CCC  contracting 
officers.  * 

(2)  Contracts  for  the  storage  and  han¬ 
dling  of  CCC-owned  cottonseed  subse¬ 
quent  to  delivery  of  the  cottonseed  to 
a  crusher  or  to  an  approved  storage  fa¬ 
cility  or  for  the  sale,  crushing,  and 
processing  of  cottonseed  will  be  executed 
by  CCC  contracting  officers  in  the  New 
Orleans  ASCS  Commodity  Office,  Wirth 
Building,  120  Marais  Street,  New  Orleans 
16,  Louisiana  (referred  to  in  this  sub¬ 
part  as  the  “New  Orleans  office”) . 

(b)  Limitation  of  authority.  (1)  ASC 
State  and  (joimty  committees,  ASCS 
State  and  coimty  offices,  and  the  New 
Orleans  office  do  not  have  authority  to 
modify  or  waive  any  of  the  provisions  of 
this  subpart  or  any  amendments  or  sup¬ 
plements  thereto. 

(2)  No  delegation  herein  to  an  ASC 
State  or  county  committee  or  the  New 
Orleans  office  shall  preclude  the  Execu¬ 
tive  Vice  President,  CCC,  or  his  designee, 
from  determining  any  question  arising 
under  the  program  or  from  reversing  or 
modifsring  any  determination  made  by 
an  ASC  State  or  county  committee  or  by 
the  New  Orleans  office. 

§  1443.1940  Availability  of  program. 

(a)  Area.  The  purchase  program  will 
be  available  in  all  cotton-producing 
areas  of  the  continental  United  States. 


(b)  Time.  Purchases  of  cottonseed  of 
any  crop  will  be  made  from  the  earliest 
date  of  ginning  of  the  crop  through  the 
last  day  of  February  of  the  calendar 
year  following  the  year  in  which  the 
crop  is  grown. 

§  1443.1941  Eligible  producer. 

(a)  Producer.  An  eligible  producer  is 
any  individual,  partnership,  corporation, 
association,  trust,  estate,  or  other  legal 
entity,  or  a  State  or  political  subdivision 
thereof,  or  an  agency  of  such  State  or 
political  subdivision,  producii^  cotton¬ 
seed  in  the  capacity  of  landowner,  land¬ 
lord,  tenant,  or  sharecropper. 

(b)  Cooperative  marketing  associa¬ 
tions.  Eligible  producers  who  are  mem¬ 
bers  of  a  cooperative  marketing  associa¬ 
tion  may  act  collectively  through  their 
association  in  selling  their  eligible 
cottonseed  if  (1)  the  cottonseed  to  be 
sold  is  delivered  to  the  association  by 
such  producer-members,  and  (2)  the 
association  has  been  granted  the  legal 
right  to  sell  the  cottonseed  by  such  pro¬ 
ducer-members. 

§  1443.1942  Eligible  cottonseed. 

Cottonseed  is  eligible  cottonseed  if  it 
meets  the  following  requirements: 

(a)  Area  of  production.  The  cotton¬ 
seed  must  be  produced  in  the  continental 
United  States  by  an  eligible  producer. 

(b)  Beneficial  interest.  The  cotton¬ 
seed  tendered  by  a  producer  for  purchase 
must  have  been  grown  by  him  or  by  him 
and  a  former  producer  whom  he  suc¬ 
ceeded  before  the  cottonseed  was  har¬ 
vested,  and  the  beneficial  interest  in  the 
cottonseed  must  be  in  the  producer  tend¬ 
ering  the  cottonseed  and  must  always 
have  been  in  him  or  in  him  and  a  former 
producer  whom  he  succeeded  before  the 
cottonseed  was  harvested.  Any  producer 
tendering  cottonseed  for  purchase  by 
CCC  must  have  the  legal  right  to  sell 
the  cottonseed. 

(c)  Tender  by  cooperative  marketing 
association.  The  cottonseed  tendered  by 
a  cooperative  marketing  association  for 
purchase  by  CCC  must  have  been  pro¬ 
duced  and  delivered  to  the  association 
by  eligible  producer-members. 

§  1443.1943  Grade  basis  for  purchase 
price. 

(a)  Purchases  from  producers.  (1) 
Except  as  provided  otherwise  in  this  par¬ 
agraph  (a) ,  the  grade  of  cottonseed  pur¬ 
chased  from  a  producer  by  CXXJ  shall  be 
considered  to  be  the  average  grade  for 
the  area  in  which  the  purchase  is  made 
(see  §  1443.1949) ,  based  upon  the  latest 
cottonseed  grade  report  for  the  area 
published  by  ASCS  or  as  determined  by 
such  other  method  as  the  Executive  Vice 
President,  CCC,  may  approve. 

(2)  For  any  area  where  both  upland 
and  American-Egyptian  cotton  are 
grown,  the  ASCS  grade  report  for  such 
area  shall  specify  the  average  grade  for 
each  such  t3q>e  of  cottonseed  and  pur¬ 
chase  prices  shall  be  determined  on  the 
basis  of  such  grades. 

(3)  For  any  area  where  both  upland 
and  Sea  Island  or  Sealand  cottonseed 
are  grown,  the  ASCS  grade  report  for 
such  area  will  specify  the  average  grade 
for  all  cottonseed  in  the  area  without 


regard  to  kind  and  purchase  prices  for 
all  cottonseed  shall  be  determined  on 
the  basis  of  such  grade. 

(4)  Until  there  is  sufficient  informa¬ 
tion  available  to  make  a  determination 
of  the  grade  of  cottonseed  of  a  particu¬ 
lar  crop  produced  in  an  area,  any  cotton¬ 
seed  purchased  shall  be  considered  to 
be  grade  90. 

(5)  Notwithstanding  the  other  re¬ 
quirements  in  this  paragraph  (a) ,  in  any 
county  where  purchases  of  cottonseed 
from  producers  are  being  made  W  CCC 
if  the  ASCS  State  executive  director  (re¬ 
ferred  to  in  this  subpart  as  "State  execu¬ 
tive  director”)  determines  that  the  aver¬ 
age  grade  of  cottonseed  produced  in  the 
county  is  lower  than  the  average  grade 
of  cottonseed  for  the  area  in  which  the 
county  is  located,  the  State  executive 
director  may  reduce  the  price  paid  to 
producers  in  such  county  below  the  price 
established  on  the  basis  of  the  average 
grade  for  the  area.  No  producer  in  such 
county  shall  be  paid,  during  the  period 
such  reduced  prices  are  effective,  less 
than  the  prices  to  producers  provided 
in  the  applicable  annual  supplement  to 
the  regulations  of  this  subpart,  based 
upon  the  average  grade  of  cottonseed 
produced  in  the  county  during  such  pe¬ 
riod.  The  average  grade  of  cottonseed 
produced  in  the  county  during  such  pe¬ 
riod  shall  be  determined  on  the  basis  of 
official  chemical  analysis  covering  cot¬ 
tonseed  produced  in  such  county  or  on 
such  other  reasonable  basis  as  may  be 
determined  by  the  State  executive  di¬ 
rector. 

(b)  Purchases  from  ginners.  (1)  The 
grades  of  cottonseed  purchased  from 
participating  ginners  by  CCC  shall  be 
determined  in  accordance  with  the 
United  States  Official  Standards  for 
Grades  of  Cottonseed  by  chemical  analy¬ 
sis  of  samples  drawn  from  the  cotton¬ 
seed  by  Federally-licensed  cottonseed 
samplers,  or  by  such  other  persons  as  are 
approved  by  CCC,  and  forwarded  to  and 
analyzed  by  Federally-licensed  cotton¬ 
seed  chemists. 

(2)  Cottonseed  which  Is  “below - 
grade”  or  "off-quality,”  as  defined  in  the 
United  States  Official  Standards  for 
Grades  of  Cottonseed,  will  be  purchased 
from  participating,  ginners  by  CCC  at  the 
market  value  of  such  cottonseed  as  de¬ 
termined  by  CCC. 

(3)  A  ginner  tendering  cottonseed  of 
any  crop  for  purchase  by  CCC  must  not 
have  paid  any  producer  for  cottonseed 
of  that  crop  purchased  by  the  ginner  on 
or  after  the  date  he  files  his  notice  of 
intention  to  participate  in  the  program 
less  than  the  price  which  CXX?  would  pay 
to  the  producer  for  such  cottonseed,  as 
specified  in  the  applicable  annual  sup¬ 
plement  to  the  regulations  of  this  sub¬ 
part,  based  on  the  average  grade  for  the 
area  in  which  the  gin  is  located  deter¬ 
mined  as  provided  in  subparagraphs  (1) 
through  (4)  of  paragraph  (a)  of  this 
section. 

(4)  If  it  is  determined  by  the  county 
committee  and  the  State  committee  that 
any  ginner  has  paid  any  producer  for 
cottonseed  of  any  crop  less  than  the 
minimum  price  which  he  was  obligated 
to  pay  under  the  foregoing  provisions  of 
this  section,  such  ginner  shall,  without 
prejudice  to  any  other  rights  which  CCC 
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may  have,  be  ineligible  to  make  any  fur¬ 
ther  sales  to  CX:C  of  cottonseed  of  that 
crop. 

(5)  Notwithstanding  the  preceding  , 
requirements  as  to  price:  (i)  A  partici¬ 
pating  ginner,  after  first  notifsring  the 
ASCS  county  office  manager  (referred  to 
in  this  subpart  as  “county  office  man¬ 
ager”)  of  ^e  county  where  the  gin  is 
located  of  his  intention  to  do  so,  may 
reduce  the  price  paid  to  producers  below 
the  price  established  on  the  basis  of  the 
average  grade  for  the  area:  Provided , 
That  he  shall  not  pay  any  producer  for 
cottonseed,  during  the  period  the  ginner 
is  paying  such  reduced  price,  less  than 
the  price  which  OCC  would  pay  to  the 
producer  for  such  cottonseed,  as  si>eci- 
lled  in  the  applicable  annual  supplement 
to  the  regulations  of  this  subpart,  based 
on  the  average  grade  of  cottonseed  pro¬ 
duced  ^  the  gin  during  such  period. 

(ii)  '^e  average  grade  of  cottonseed 
produced  at  the  gin  during  such  period 
shall  be  determined  on  the  basis  of  of¬ 
ficial  chemical  analysis  or  crusher  grade 
reports  covering  such  cottonseed  or  on 
such  other  reasonable  basis  as  may  be 
approved  by  the  county  office  manager. 

(iii)  The  ginner  shall  furnish  the 
county  office  with  certified  copies  of  such 
chemical  analyses,  grade  reports,  or 
other  evidence  satisfactory  to  the  county 
office  manager,  showing  the  average 
grade  of  cottonseed  produced  at  the  gin 
during  such  period. 

(iv)  If  it  is  determined  by  the  State 
committee  and  county  committee  that 
any  ginner  has  paid  any  producer  for 
cottonseed  of  any  crop  less  than  the 
minimum  price  which  he  was  obligated  to 
pay  under  subdivisions  (i) ,  (ii) ,  and  (iii) 
of  this  subparagraph  (5),  such  ginner 
shall,  without  prejudice  to  any  other 
rights  which  CCJC  may  have,  be  ineligible 
to  make  any  further  sales  to  CCC  of  cot¬ 
tonseed  of  that  crop,  unless  he  first  pays 
each  such  producer  the  difference  be¬ 
tween  the  price  previously  paid  to  the 
producer  and  the  price  the  producer 
should  have  received. 

(c)  Advances  by  cooperative  gins.  If 
the  gin  is  a  cooperative  gin  and  the  mar¬ 
keting  agreements  between  the  ginner 
and  its  members  provide  for  advances, 
the  ginner  may  advance  a  part  of  the 
purchase  price  at  the  time  each  lot  of 
cottonseed  is  purchased  and  pay  the 
balance  after  completion  of  ginning  of 
the  applicable  crop  but  not  later  than 
July  31  of  the  calendar  year  following 
the  year  in  which  the  crop  of  cotton  is 
grown.  Such  payments  may  not  be 
made  in  whole  or  in  part  by  issuance  of' 
revolving-fund  certificates  or  by  any 
other  method  of  retention  of  amoimts 
for  capital  purposes. 

§  1443.1944  Payment  for  cottonseed 
and  transportation. 

(a)  To  producer.  (1)  Payments  to 
producers  for  cottonseed  purchased  by 
CXX;  and  for  any  authorized  transporta¬ 
tion  performed  by  the  producers  in  ac¬ 
cordance  with  subparagraph  (2)  of  this 
paragraph  (a)  shall  be  made  by  county 
offices  by  means  of  sight  drafts  drawn  on 
CCC. 
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(2)  The  cottonseed  shall  be  delivered 
at  the  gin  or  designated  local  point  of 
delivery,  except  that  if  authorized  by  the 
county  office  manager,  the  producer  may 
deliver  the  cottonseed  to  a  crusher,  ap¬ 
proved  storage  facility,  or  designated 
concentration  point,  and  the  producer 
shall  be  paid  for  the  additional  trans¬ 
portation  at  a  rate  not  in  excess  of  the 
commercial  rate  for  such  transportation 
services  as  determined  by  the  county 
office  manager. 

(b)  To  ginner.  (1)  Payments  for 
cottonseed  purchsused  from  participating 
ginners  by  CCC  and  for  authorized 
transportation  performed  by  such  gin¬ 
ners  in  accordance  with  subparagraph 
(2)  of  this  paragraph  (b)  shall  be  made 
by  county  offices  by  means  of  sight 
drafts  drawn  on  CCC. 

(2)  The  cottonseed  shall  be  delivered 
f.o.b.  conveyance  or  carrier  at  the  gin, 
except  that  if  authorized  by  the  county 
office  manager,  the  ginner  may  transport 
cottonseed  from  the  gin  to  a  crusher, 
approved  storage  facility,  or  designated 
concentration  point,  and  the  ginner  shall 
be  pai4  for  such  transportation  at  a  rate 
not  in  excess  of  the  commercial  rate  for 
such  transportation  services  as  deter¬ 
mined  by  the  county  office  manager. 

§  1443.1945  Approved  forms. 

The  approved  forms,  together  with  the 
provisions  of  this  subpart,  including 
amendments  thereto,  and  the  applicable 
supplement  for  the  crop,  shall  govern  the 
rights  and  responsibilities  of  producers 
and  participating  ginners.  Approved 
forms  may  be  obtained  from  county  of¬ 
fices.  Any  fraudulent  representation 
made  by  a  producer  or  by  a  ginner  in  ex¬ 
ecuting  an  approved  form  may  render 
him  subject  to  criminal  prosecution 
under  Federal  law  and  liable  for  any 
damages  to  CCC  resulting  from  the  pur¬ 
chase  of  the  cottonseed  involved.  Docu¬ 
ments  executed  by  an  administrator, 
executor,  or  trustee  will  be  acceptable 
only  where  valid  in  law.  The  prescribed 
forms  in  this  section  shall  be  filed  by 
producers  and  by  participating  ginners: 

(a)  Producers.  Producer’s  Voucher, 
Form  CCC-905,  shall  be  executed  by  the 
producer  when  the  cottonseed  is  pur¬ 
chased  from  the  producer  by  CCC. 

(b)  Cotton  ginners.  (1)  Each  cotton 
ginner  desiring  to  sell  cottonseed  to  CCC 
pursuant  to  this  subpart  shall,  prior  to 
tender  of  any  cottonseed,  for  sale,  file  a 
Ginner’s  Notice  of  Intention  to  Partici¬ 
pate,  Form  CCC-901,  with  the  county 
office  of  the  county  in  which  each  of  his 
gins  is  located.  Only  cottonseed  pur¬ 
chased  by  a  participating  ginner  from  a 
producer  after  filing  Form  CCC-901  shall 
be  eligible  for  purchase  by  CCC  imder 
this  subpart  except  as  provided  under 
subparagraph  (2)  of  this  paragraph  (b) . 
The  filing  of  such  notice  does  not  obli¬ 
gate  the  ginner  to  sell  any  cottonseed  to 
CCC,  but  if  cottonseed  of  any  crop  is 
offered  by  the  ginner  for  sale  to  CCC 
under  this  subpart,  the  ginner  must  have 
complied  with  all  provisions  of  this  sub¬ 
part  applicable  to  purchases  of  cotton¬ 
seed  of  that  crop  by  the  ginner.  The 
provisions  of  Form  CCC7-901  shall  con¬ 
tinue  in  effect  from  year  to  year  (i)  until 
the  ginner  is  notified  in  writing  that  he 


is  ineligible  to  make  further  sales  to  CCC 
of  cottonseed  Of  the  current  crop,  or  (ii)  ■ 
the  ginner  gives  written  notice  to  the 
county  office  manager  for  each  county  in 
which'  he  filed  a  Form  CCC-901  that  he 
is  withdrawing  from  the  program.  A 
ginner  who  is  notified  that  he  is  in¬ 
eligible  to  make  further  sales  to  CCC  of 
cottonseed  of  the  current  crop  must  file 
a  new  Form  CX;C-901  for  eetch  of  his  gins 
in  order  to  participate  in  the  program 
for  subsequent  crops.  A  ginner  who 
withdraws  from  the  program  may  not 
tender  any  additional  cottonseed  of  the 
Current  crop  and  must  file  a  new  Form 
CCC-901  for  each  of  his  gins  in  order  to 
participate  in  the  program  for  subse¬ 
quent  crops. 

(2)  If,  due  to  administrative  delay  in 
making  the  program  available  to  them, 
the  Executive  Vice  President,  CCC,  de¬ 
termines  that  ginners  in  any  area  were 
unable  to  begin  their  participation  in  the 
program  for  any  crop  until  after  they 
had  purchased  cottonseed  of  that  crop 
from  producers,  such  ginners  shall  be 
considered  “participating  ginners”  from 
the  date  of  their  fhst  purchase  of  such 
cottonseed  from  producers  if  they  paid 
producers  not  less  than  the  prescribed 
minimum  prices  for  all  such  cottonseed. 

(3)  A  Ginner ’s  Certificate,  Form  CCC- 
902,  shall  be  completed  and  executed 
periodically  by  the  participating  ginner 
covering  all  cottonseed  purchased  by  him 
from  pro<fucers  during  the  period. 
Forms  CCC-902  shall  be  submitted  to  the 
appropriate  county  office  At  such  times 
and  covering  such  periods  of  time  as  the 
State  executive  director  determines  are 
necessary  to  make  the  program  effective. 

(4)  (i)  If  cottonseed  is  piurchased  by 
CCC  from  the  ginner,  the  ginner  shall 
-prepare  and  execute  a  Ginner’s  Voucher 

and  Certificate,  Form  CCC-904,  cover¬ 
ing  the  cottonseed  purchased  by  CCC 
and  deliver  the  form  to  the  county  office. 

(ii)  Each  Form  CCC-904  submitted  by 
a  ginner  tp  the  county  office  shall  be  sup¬ 
ported  by  weight  certificates  or  ware¬ 
house  receipts  covering  the  cottonseed 
purchased  which  have  been  issued  by  a 
crusher,  an  approved  storage  facility,  or 
a  representative  of  the  coimty  committee 
at  a  designated  concentration  point.  In 
the  absence  of  warehouse  receipts  guar¬ 
anteeing  grade.  Form  CCC-904  shall  be 
supported  by  official  chemical  analysis 
certificates  covering  the  cottonseed  and 
identifsdng  such  cottonseed  by  lot  num¬ 
ber  and/or  receipt  numbers  and  weights. 

§  1443.1946  Determination  of  quantity. 

The  quantity  of  cottonseed  purchased 
from  a  producer  by  CCC  shall  be  the 
gross  weight  actually  delivered  to  CCC  as 
determined  by  a  representative  of  the 
county  committee,  by  an  approved  stor¬ 
age  facility,  or  by  a  crusher.  The  quan¬ 
tity  of  cottonseed  purchased  from  a  pro¬ 
ducer  by  a  participating  ginner  shall  be 
the  gross  weight  of  the  cottonseed  as 
customarily  determined  by  the  ginner  in 
his  purchases  of  cottonseed  from  pro¬ 
ducers.  The  quantity  of  cottonseed  pur¬ 
chased  from  a  ginner  by  CCC  shall  be 
the  net  weight  of  the  cottonseed  at  first 
destination,  after  deduction  of  the  weight 
of  any  foreign  matter  in  excess  of  one 
percent. 
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§  1443.1947  Liens. 

If  liens  or  encumbrances  exist  on  the 
cottonseed,  proper  waivers  must  be  ob¬ 
tained. 

§  1443.1948  Setoffs. 

When  CCC  makes  direct  purchases  of 
cottonseed  from  producers,  setoffs  will 
be  made  as  follows: 

(a)  Facility  and  drying  equipment 
loans.  If  any  installment (s)  on  any 
loan  made  by  CCC  on  farm-storage  facil¬ 
ities  or  mobile  drying  equipment  is  pay¬ 
able,  under  the  provisions  of  the  note 
evidencing  such  loan,  out  of  any  amount 
due  the  producer  under  the  program  < 
provided  for  in  this  subpart,  the  pro¬ 
ducer  must  designate  CCC  as  payee  of 
such  amount  to  the  extent  of  such  in- 
stallment(s) ,  but  not  to  exceed  that  por¬ 
tion  of  the  amount  remaining  after  de¬ 
duction  of  amoimts  due  prior  lienholders. 

(b)  Producers  listed  on  county  debt 
record.  If  the  producer  is  indebted  to 
CCC,  or  to  any  other  agency  of  the 
United  States  and  such  indebtedness  is 
listed  on  the  coxmty  debt  record,  amounts 
due  the  producer  under  the  program 
provided  for  in  this  subpart,  after  de¬ 
duction  of  amounts  provided  for  in  para¬ 
graph  (a)  of  this  section,  shall  be  ap¬ 
plied.  as  provided  in  the  Secretary’s  Set¬ 
off  Regulations,  Part  13  of  this  "title  (23 
P.R.  3757),  to  such  indebtedness.  * 

(c)  Producer’s  right.  Compliance  with 
the  provisions  of  this  section  shall  not 
deprive  the  producer  of  any  right  he 
would  otherwise  have  to  contest  the 
justness  of  the  indebtedness  involved  in 
the  setoff  action,  either  by  administra¬ 
tive  appeal  or  by  legal  action. 

§  1443.1949  Grade  reporting  areas. 

Areas  for  grade  reporting  purposes  will 
be  established  by  the  Director,  Parmer 
Programs  Division,  A3CS.  and  a  list  of 
such  areas  may  be  obtained  from  the 
applicable  ASCS  State  office  or  from  the 
Director,  Parmer  Programs  Division, 
ASCS,  United  States  Department  of  Ag¬ 
riculture,  Washington  25,  D.C. 

Effective  date.  This  subpart  shall  be 
effective  upon  publication  in  the  Ped- 
ERAL  Register. 

Signed  at  Washington,  D.C.,  on  June 
18.  1963. 

H.  D.  Godfrey, 
Executive  Vice  President, 
Commodity  Credit  Corporation. 

IP.R.  Doc.  63-6556;  Wled,  Jtine  1963; 
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PART  1443--OILSEEDS 

Subpart — 1963-Crop  Supplement  to 
Cottonseed  Purchase  Program  Reg- 
'  ulations 

The  Cottonseed  Purchase  Program 
Regulations  issued  by  Commodity  Credit 
Corporation  and  containing  the  regula¬ 
tions  of  a  general  nature  with  respect  to 
purchase  operations  for  cottonseed  are 
supplemented  for  1963-crop  cottonseed 
as  follows: 

No.  121 - 2 


Sec. 

1443.1960  Pxupose. 

1443  J961  Purchase  price. 

Authobitt:  S§  1443.1960  to  1443.1961  issued 
under  sec.  4.  5,  62  Stat.  1070,  as  amended, 
secs.  301,  401,  63  Stat.  1053,  1054,  as  amended, 
sec.  601,  70  Stat.  212;  15  U.S.C.  714  b  and  c. 
7  U.S.C.  1447,  1421,  1446d. 

§  1443.1960  Purpose. 

This  supplement  contains  basic  pur¬ 
chase  prices  for  cottonseed  purchased 
from  producers  and  from  participating 
ginners  which,  together  with  the- provi¬ 
sions  of  the  Cottonseed  Purchase  Pro¬ 
gram  Regulations  issued  by  Commodity 
I  Credit  Corporation,  and  any  amend¬ 
ments  thereto,  apply  to  purchases  of 
1963-crop  cottonseed. 

§  1443.1961  Purchase  price. 

(a)  Price  to  producers.  Any  direct 
purchases  of  cottonseed  by  Commodity 
Credit  Corporation  from  producers  will 
be  made  at  the  rate  of  $44  per  gross  ton 
for  basis  grade  (100)  cottonseed,  with 
premiums  and  discounts  for  other  grades 
equal  to  the  same  percentage  of  such 
price  as  Uie  percentage  by  which  the 
grade  of  cottonseed  purchased  exceeds  or 
is  less  than  100.  The  price  per  ton  thus 
computed  shall  be  roimded  to  the  nearest 
multiple  of  ten  cents. 

(b)  Price  to  ginners.  Any  purchases 
of  cottonseed  by  Commodity  Credit  Cor¬ 
poration  from  participating  ginners  will 
be  made  at  the  rate  of  $48  per  net  ton 
for  basis  grade  (100)  cottonseed,  with 
premiums  and  discoimts  for  other  grades 
equal  to  the  same  percentage  of  such 
price  as  the  percentage  by  which  the 
grade  of  cottonseed  purchased  exceeds 
or  is  less  than  100. 

Effective  date.  This  subpart  shall  be 
effective  upon  publication  in  the  Fed¬ 
eral  Register. 

Signed  at  Washington,  D.C.,  on  June 
18,  1963. 

H.  D.  Godfrey, 
Executive  Vice  President. 

Commodity  Credit  Corporation: 

[Pit.  Doc.  63-6557;  Filed,  June  20,  1963; 

8:56  ajn.] 


Title  14-AERONAUTICS  AND 
SPACE 

Chapter  I — Federal  Aviation  Agency 
SUBCHAPTER  E— AIRSPACE 
[Airspace  Docket  No.  63-EA-32] 

PART  73— SPECIAL  USE  AIRSPACE 
[NEW] 

Alteration  of  Restricted  Areas 

The  purpose  of  these  amendments  to 
§S  73.40  and  73.66  of  the  Federal  Avia¬ 
tion  Regulations  is  to  alter  three  re¬ 
stricted  areas  as  follows: 

1.  Reduce  the  designated  altitudes  of 
R-4002,  Bloodsworth  Island,  Md.,  from 
“Unlimited”  to  “Surface  to  20,000  feet 
MSL.” 

2.  Reduce  the  designated  altitudes  of 
R-4006,  Patuxent,  Md.,  from  “3,500  feet 
MSL  to  Unlimited”  to  “3,500  feet  MSL 


to  flight  level  850’’;  and  to  alter  the 
designated  boimdary  of  R-4006  to  in¬ 
clude  the  airspace  above  20,000  feet  MSL 
overlying  R-6609. 

3.  Reduce  the  designated  altitudes -of 
R-6609,  Tangier  Island,  Va.,  from  “Un¬ 
limited”  to  “Surface  to  20,000  feet  MSL”. 

R-4002,  situated  completely  within  R- 
4006,  currently  is  excluded  from  the  de¬ 
scription  thereof. 

The  Department  of  Navy  has  re¬ 
quested  the  above  alterations  be  made 
so  that  the  descriptions  of  these  areas 
will  conform  to  the  present  utilizations 
thereof,  and  the  preparation  of  utiliza¬ 
tion  reports  will  be  simplifled.  By  re¬ 
ducing  the  designated  altitudes  of  R- 
4002  and  R-6609  to  surface  to  20,000 
feet  MSL,  the  airspace  above  20,000  feet 
MSL  overlying  these  areas  will  be  in¬ 
cluded  in  R-4006. 

Since  these  amendments  impose  no 
additional  burden  on  the  public,  notice 
and  public  procedure  hereon  are  un¬ 
necessary. 

In  consideration  of  the  foregoing,  the 
following  actions  are  taken: 

1.  In  the  text  of  §  73.40  (28  FR.  19-23, 
January  26,  1963) ,  R-4002,  Bloodsworth 
Island,  Md.,  “Designated  altitudes. 
Unlimited.”  is  deleted,  and  “Designated 
altitudes.  Surface  to  20,000  feet  MSL.” 
is  substituted  therefor. 

2.  In  §  73.40  (28  F.R.  19-24,  Jan¬ 
uary  26,  1963),  R-4006,  Patuxent,  Md., 
Restricted  Area  is  amended  to  read: 
It-4006  Patuxent.  Md. 

Boundaries.  Beginning  at  latitude  38*41'- 
15“  N.,  longitude  75*46'00“  W.;  to  latitude 
38*32'30“  N..  longitude  75*43'45"  W.;  to  lati¬ 
tude  38*19'00“  N.,  longitude  75'37'00”  W.; 
along  the  Pennsylvania  Railroad  to  latitude 
38*12'30“  N.,  longitude  75*41'30“  W.;  to  lati¬ 
tude  38*02’30“  N.,  longitude  75*52'30“  W.; 
to  latitude  37'>55'00"  N.,  longitude  75*52'30“ 
W.;  to  latitude  37*46'39“  N.,  longitude  75*- 
57'43“  W.;  clockwise  along  the  arc  of  a  5- 
nautical  mile  radius  centered  at  latitude 
37*47'54“  N.,  longitude  78*03'48“  W.;  to 
latitude  37'’45'00“  N.,  longitude  76*08'51" 
W.;  to  latitude  37*45'00“  N.,  longitude  76*- 
23'30“  W.;  to  latitude  37*60'30“  N.,  longi¬ 
tude  76'32'00“  W.;  to  latitude  38*05'10"  N., 
longitude  76*34'16“  W.;  to  latitude  38*11'- 
10“  N.,  longitude  76*25'10“  W.;  to  latitude 
38*30'00“  N.,  longitude  76°04'00“  W.;  to 
latitude  38*36'00''  N.,  longitude  76‘’66'30'' 
W.;  along  the  Pennsylvania  Railroad  to  point 
of  beginning,  excluding  Rr-4002,  R-4005, 
R-4008  and  Rr-6609. 

Designated  altitudes.  3,500  feet  MSL  to 
FL860. 

Time  of  designation.  Continuous. 

Using  agency.  Commanding  Officer,  NAS, 
Patuxent  River,  Md. 

3.  In  the  text  of  §  73.66  (28  P.R.  19-43, 
January  26,  1963),  R-6609,  Tangier  Is¬ 
land,  Va.,  “Designated  altitudes.  Un¬ 
limited.”  is'  deleted  and  “Designated 
altitudes.  Surface  to  20,000  feet  MSL.” 
is  substituted  therefor. 

These  amendments  shall  become  effec¬ 
tive  0001  e.s.t.  August  22, 1963. 

(Sec.  307(a),  72  Stat.  749;  49  U.S.C.  1348) 

Issued  in  Washington,  D.C.,  on  June 
14, 1963. 

Lee  E.  Warren, 

Acting  Director, 

Air  Traffic  Service. 

[F.R.  Doc.  63-6522;  Filed,  June  20.  1963; 
8:49  a.m.] 
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RULES  AND  REGULATIONS 


Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER  C — AIRCRAFT  REGULATIONS 

[Regulatory  Docket  No.  1804;  Arndt.  570] 

PART  507— AIRWORTHINESS 
DIRECTIVES 

Boeing  Model  75  Series  Aircraft 

There  have  been  several  failures  of 
Western  Propeller  Repair  Model  W2-1 
propeller  blades  on  Boeing  Model  75 
Series  aircraft  equipped  with  Pratt  and 
Whitney  R-&85  and  Wright  R-975  Series 
engines.  As  this  condition  is  likely  to 
occur  in  other  such  aircraft,  an  air¬ 
worthiness  directive  is  being  issued  to 
require  inspection  of  the  propellers  and 
removal  of  any  which  are  found  cracked. 

As  a  situation  exists  which  demands 
immediate  action  in  the  interest  of  safe¬ 
ty,  it  is  found  that  notice  and  public  pro¬ 
cedure  hereon  are  impracticable  and 
good  cause  exists  for  making  this  amend¬ 
ment  effective  upon  publication  in  the 
Federal  Register. 

In  consideration  of  the  foregoing  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (25  F.R.  6489), 
§  507.10(a)  of  Part  507  (14  CFR  Part 
507),  is  hereby  amended  by  adding  the 
following  new  airworthiness  directive: 

BoEmo.  Applies  to  aU  Model  75  Series  air¬ 
craft  equipped  with  Pratt  &  Whitney  R-985 
or  Wright  Br-075  Series  engines  and  Western 
Propeller  Repair  Model  W2-1  propellers,  in¬ 
cluding  those  certificated  in  the  Restricted 
Category, 

Compliance  required  as  indicated. 

As  a  result  of  several  propeller  blade  fail- 
mes  the  following  inspections  are  required: 

Within  25  hours*  time  in  service  after  the 
effective  date  of  this  AD,  unless  already  ac¬ 
complished  within  the  last  225  hours*  time 
in  service,  and  thereafter  at  intervals  not  to 
exceed  250  hours*  time  in  service  from  the 
last  inspection,  remove  propeller  blades  from 
hub.  clesin  surface  as  necessary  and  inspect 
by  dye  penetrant  or  eqtiivalent  method  for 
evidence  of  cracks  within  the  hub  area  and 
for  at  least  6  inches  of  shank  portion  of  the 
blade  outside  of  the  hub.  If  no  cracks  are 
found  blades  may  be  retiuned  to  service. 
Any  blades  showing  evidence  of  cracks  are 
not  eligible  fco*  repair  and  shall  not  be  used 
again  in  certificated  aircraft. 

Note:  An  investigation  is  underway  to 
determine  the  basic  cause  of  these  failures. 
To  facUitate  this  investigation,  it  is  request¬ 
ed  that  operators  furnish  reports  of  any 
cracked  blsuies  found  during  any  Inspection 
to  the  FAA  on  Malfunction  and  Defect  Re¬ 
port  Form  FAA  1226.  The  engine  model  and 
serial  number  should  be  included  in  the  re¬ 
port.  When  the  basic  cause  of  these  failures 
has  been  determined  the  repetitive  inspec¬ 
tion  required  by  this  AD  may  be  cancelled 
or  modified  as  necessary. 

This  amendment  shall  become  effec¬ 
tive  June  21,  1963. 

(Secs.  313(a),  601,  603;  72  Stat.  752,  775,  776; 
49  n.S.C.  1354(a),  1421,  1423) 

Issued  in  Washington,  D.C.,  on  June 
17, 1963. 

W.  Lloyd  Lane, 
Acting  Director, 
Flight  Standards  Service. 

[F.R.  Doc.  63-6545;  Filed,  June  20,  1963; 

8:54  am.] 


Title  21— FOOD  AND  DRUGS 

Chapter  I— Food  and  Drug  Adminis¬ 
tration,  Department  of  Health,  Edu¬ 
cation,  and  Welfare 

SUBCHAPTER  A — GENERAL 

part  1— regulations  for  the  en¬ 
forcement  OF  TNE  FEDERAL 
FOOD,  DRUG,  AND  COSMETIC  ACT 

Guaranty;  Definition  and  Suggested 
Forms 

Pursuant  to  the  provisions  of  the  Fed¬ 
eral  Food,  Drug,  and  Cosmetic  Act  (sec.e 
701(a),  52  Stat.  1055;  21  U.S.C.  371(a)) 
and  under  the  authority  delegated  to  the 
Commissioner  of  Food  and  Drugs  by  the 
Secretary  of  Health,  Education,  and 
Welfare  (25  F.R.  8625),  Part  1  is 
amended  as  follows: 

In  §  1.5  Guaranty;  definition  and  sug¬ 
gested  forms  paragraphs  (d)  and  (f) 
are  amended  by  changing  the  words 
“coal-tar  color”  to  read  “color  additive,” 
and  paragraph  (e)  (1)  and  (2)  is  amend¬ 
ed  by  changing  the  words  “coal-tar 
colors”  to  read  “color  additives”  and  in¬ 
serting  the  parenthetical  expression 
“(where  color  additive  regulations  re¬ 
quire  certification)”  between  the  words 
“and”  and  “are”  in  paragraph  (e)  (1) 
and  (2).  As  amend^  paragraphs  (d), 
(e),  and  (f)  will  read  as  follows: 

(d)  A  guaranty  or  undertaking  re¬ 
ferred  to  in  section  303(c)  (3)  of  the  act 
shall  state  that  the  shipment  or  other 
delivery  of  the  color  additive  covered 
thereby  was  manufactured  by  a  signer 
thereof.  It  may  be  a  part  of  or  attached 
to  the  invoice  or  bill  of  sale  covering  such 
color.  If  such  shipment  or  delivery  is 
from  a  foreign  manufacturer,  such  guar¬ 
anty  or  imdertaking  shall  be  signed  by 
such  manufacturer  and  by  an  agent  of 
such  manufacturer  who  resides  in  the 
United  States. 

(e)  The  following  are  suggested  forms 
of  guaranty  or  imdertaking  under  sec¬ 
tion  303(c)(3)  of  the  act: 

(1)  For  domestic  manufacturers: 

(Name  of  manufacturer)  hereby  guaran¬ 
tees  that  all  color  additives  listed  herein 
were  manufactured  by  him,  and  (where  color 
additive  regulations  require  certification) 
are  from  batches  certified  In  accordance  with 
the  applicable  regulations  promulgated  under 
the  Federal  Food,  Drug,  and  Cosmetic  Act. 

(Signature  and  post-office  address  of  man¬ 
ufacturer.)  «. 

(2)  For  foreign  manufacturers: 

(Name  of  manufacturer  and  agent)  here¬ 
by  severaUy  guarantee  that  aU  color  additives 
listed  herein  were  manufactured  by  (name  of 
manufacturer),  and  (where  color  additive 
regulations  require  certification)  are  from 
batches  certified  In  accordance  virlth  the  ap¬ 
plicable  regulations  promulgated  under  the 
Federal  Food,  Drug,  and  Cosmetic  Act. 

(Signature  and  post-office  address  of  man¬ 
ufacturer.) 

(Slgnatme  and  post-office  address  of 
agent.) 

(f)  For  the  purpose  of  a  guaranty  or 
imdertaking  under  section  303(c)  (3)  of 
the  act  the  manufacturer  of  a  shipment 
or  other  delivery  of  a  color  additive  is 
the  person  who  packaged  such  color. 


Notice  and  public  procedure  and  de¬ 
layed  effective  date  are  not  necessary 
prerequisites  to  the  promulgation  of  this 
order,  and  I  so  find,  since  the  amend¬ 
ments  are  merely  editorial  in  nature. 

Effeciioe  date.  This  order  shall  be  ef¬ 
fective  on  the  date  of  its  publication  in 
the  Federal  Register. 

(Sec.  701(a),  62  Stat.  1055;  21  U.S.C.  371(a)) 

Dated:  May  27,  1963. 

Geo.  P.  Larrick, 
Commissioner  of  Food  and  Drugs. 

[P.R.  Doc.  63-6538;  Filed,  June  20,  1963; 
8:52  a.m.] 


PART  9— COLOR  CERTIFICATION 
Fees;  Revocation 

Effective  on  June  22,  1963,  §  9.12  Fees 
is  revoked. 

(Sec.  701,  52  stat.  1055  as  amended;  21  U.S.C. 
371) 

Dated:  June  17, 1963. 

John  L.  Harvey, 
Deputy  Commissioner 
of  Food  and  Drugs. 

[FR.  Doc.  63-6537;  Filed,  June  20,  1963; 
8:52  a.m.] 


Title  32— NATIDNAL  DEFENSE 

Chapter  VII — Department  of  the  Air 
Force 

SUBCHAPTER  G — PERSONNEL 

PART  878~DECORATIONS  AND 

awards 

PART  890— MEDICAL,  DENTAL,  AND 

VETERINARY  CARE  FROM  CIVILIAN 
SOURCES 

Miscellaneous  Amendments 

In  Part  878 — ^Decorations  and  Awards, 
§§  878.44(a)  and  878.57  are  deleted  and 
reserved. 

In  Part  890 — Medical,  Dental,  And 
Veterinary  Care  Prom  Civilian  Sources: 

1.  Revise  §§890.1,  890.4  (a)  and  (c), 
890.7  (d)  and  (e) ,  890.8  and  890.9  as  fol¬ 
lows: 

§  890.1  Purpose. 

Sections  890.1  to  890.14  tell  how  to  au¬ 
thorize  and  reimburse  at  Air  Force  ex¬ 
pense  for: 

(a)  Essential  medical  and  dental  care 
from  civilian  sources  when  Government 
facilities  are  not  available  for: 

(1)  Air  Force  members  on  active  duty 
and 

(2)  Air  Force  military  personnel  of  the 
NATO  Forces  stationed  in  or  passing 
through  the  United  States  in  connection 
with  their  official  duties; 

(b)  Supplemental  medical  care  neces¬ 
sary  for  uniformed  service  members,  in¬ 
cluding  eligible  military  personnel  of  the 
NATO  Forces  while  under  treatment  at 
Air  Force  medical  treatment  facilities; 

(c)  Veterinary  service  for  Air  Force- 
owned  animals  when  Government  veteri¬ 
nary  service  is  unavailable. 
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§  890.4  Care  authorized  from  civilian 
sources. 

«  *  *  •  • 

(a)  When  an  Air  Force  member  and 
authorized  NATO  Air  Force  member 
within  the  meaning  of  §  890.5  reqiUres 
essential  medical  or  dental  care  and  there 
is  neither  an  Air  Force  medical  or  dental 
facility  nor  any  other  Government  medi¬ 
cal  or  dental  facility  available. 

«  *  *  *  * 

(c)  Civilian  ambulance  service  at  Air 
Force  expense  is  authorized  to  move  an 
Air  Force  member  and  authorized  NATO 
Air  Force  member  who  is  absent  without 
leave  or  in  desertion  to  a  civilian  medical 
facility  or  place  of  treatment  or  to  a 
Government  medical  facility  if  the  Air 
Force  member  is  returned  to  military 
control  or  custody  during  or  directly 
after  such  transportation  or  treatment. 

§  890.7  When  not  authorized. 

*  *  *  *  * 

(d)  Retired  or  discharged  members  of 
the  Air  Force.  (An  exception  will  be 
made  for  periodic  examination,  in  whole 
or  in  part  of  Air  Force  members  and 
authorized  NATO  Air  Force  member  tem¬ 
porarily  retired  for  disability  (TDRL) 
when  ordered  by  competent  authority 
to  civilian  medical  facilities  for  such 
examination.) 

(e)  Air  Force  military  personnel  and 
authorized  NATO  Air  Force  member  ab¬ 
sent  without  leave  or  in  desertion. 

§  890.8  Emergencies. 

Emergency  civilian  medical  or  dental 
care  at  Air  Force  expense  may  be  ob¬ 
tained  without  prior  authority  by  or  in 
behalf  of  Air  Force  members  and  au¬ 
thorized  NATO  Air  Force  member  au¬ 
thorized  in  §  890.5.  Emergency  dental 
care  is  limited  to  relief  of  pain,  treat¬ 
ment  of  acute  septic  conditions,  or  es¬ 
sential  correction  of  dental  Injuries  re¬ 
quiring  inunediate  correction. 

§  890.9  Eye  refractions  obtained  by  in¬ 
dividuals. 

In  the  absence  of  an  Air  Force  medical 
facility,  and  when  eye  refraction  can¬ 
not  be  obtained  from  other  Government 
agencies,  refractive  examinations  neces¬ 
sary  for  the  fitting  of  spectacles  may 
be  obtained  from  a  civilian  physician  or 
licensed  optometrist  at  Air  Force  ex¬ 
pense  by  Air  Force  personnel  and  au¬ 
thorized  NATO  Air  Force  .member  on 
active  duty  only. 

(a)  Authority.  Eye  refraction  under 
this  section  shall  be  approved  by  the 
authority  in  §  890.6(a)  or  (b).  Excep¬ 
tion:  Prior  authority  will  not  be  required 
for  refractions  for  Air  Force  personnel 
and  authorized  NATO  Air  Force  member 
on  duty  in  foreign  countries  away  from 
a  uniformed  service  unit. 

(b)  Prescribing  lenses.  Civilian  phy¬ 
sicians  or  optometrists  performing  re¬ 
fractions  for  Air  Force  personnel  and 
authorized  NATO  Air  Force  member  will 
be  requested  to  prescribe  lenses  to  the 
closest  Va  diopter. 

(c)  Costs.  The  charge  for  refraction 
should  be  at  local  rates  and  should  in¬ 
clude  the  adjustment  of  frames  and  fit¬ 
ting  of  spectacles  when  delivered. 


(d)  Procuring  spectacles.  Procure¬ 
ment  at  Government  expense  of  spec¬ 
tacles  from  civUian  physicians  or 
optometrists  who  perform  refractions  is 
not  authorized.  Spectacles  are  supplied 
and  will  be  shipped  to  the  Air  Force 
member  and  authorized  NATO  Air  Force 
member  for  whom  prescribed. 

2.  In  §  890.2,  a  new  paragraph  (i)  is 
added  as  follows: 

§  890.2  Definitions. 

*  *  *  •  • 

(i)  NATO  Forces.  Military  personnel 
belonging  to  the  land,  sea,  or  air  armed 
services  of  any  State  which  is  a  party 
to  the  North  Atlantic  Treaty.  These 
nations  are  Belgium,  Canada,  Denmark, 
Federal  Republic  of  Germany,  France, 
Greece,  Iceland,  Italy,  Luxembourg, 
Netherlands,  Norway,  Portugal,  Turkey, 
and  the  United  Kingdom. 

3.  In  §  890.3,  paragraph  (a)  is  amended 
and  paragraphs  (d)  and  (e)  are  added 
as  follows: 

§  890.3  Policies. 

(a)  When  treatment  is  authorized. 
Civilian  medical  and  dental  attendance 
for  Air  Force  military  personnel  and 
authorized  NATO  Air  Force  member  at 
public  expense  is  authorized  only  when 
the  required  treatment  cannot  be  ob¬ 
tained  from  available  facilities  of  the 
Air  Force  or  other  Government  agencies 
such  as  Army,  Navy,  Veterans’  Adminis¬ 
tration,  and  U.S.  Public  Health  Service. 

•  *  «  *  • 

(d)  Unsatisfactory  identification.  If 
satisfactory  identification  of  an  individ¬ 
ual  as  an  Air  Force  member,  former  Air 
Force  member  or  NATO  Air  Force  mem¬ 
ber,  or  his  unit  of  assignment,  cannot  be 
obtained,  inquiry  should  be  made  as 
follows: 

(1)  USAF  Airmen — USAF  Airmen 
Records  Annex  (AFDASEF),  Randolph 
Air  Force  Base,  Texas. 

(2)  USAF  Officers— Hq  USAF 
( AFDASEB) ,  Washington  25,  D.C. 

(3)  NATO  Air  Force  Personnel — Mili¬ 
tary  Representative  to  NATO,  %  Em¬ 
bassy  of  the  respective  NATO  Country, 
Washington,  D.C. 

(e)  NATO  military  personnel  in  the 
United  States.  NATO  Forces  military 
personnel  listed  in  §  890.2(1) ,  stationed 
in  or  passing  through  the  United  States 
may  be  provided  civilian  medical  and 
dental  care  imder  the  same  conditions 
and  comparable  to  that  authorized  ac¬ 
tive  duty  U.S.  military  personnel  at  De¬ 
partment  of  Defense,  other  Federal  and 
civilian  medical  facilities. 

4.  In  §  890.5,  a  new  paragraph  (e)  is 
added  as  follows: 

§  890.5  For  whom  authorized. 

***** 

(e)  Members  of  NATO  Air  Forces, 
stationed  in  or  passing  through  the 
United  States  in  connection  with  their 
official  duties,  are  authorized  medical 
and  dental  care  under  the  same  condi¬ 
tions  and  comparable  to  that  provided 
active  duty  U.S.  Air  Force  personnel. 


(Sec.  8012,  70A  Stat.  488;  10  U.S.C.  8012. 
Interpret  or  apply  10  UJS.C.  672(d),  8721- 
8723,  9385.)  [AFR  160-63A,  June  5.  1963.) 


By  order  of  the  Secretary  of  the  Air 
Force. 


William  L.  Koch, 
Lt.  Colonel,  U.S.  Air  Force, 
Chief,  Special  Activities 
Group,  03ce  of  The  Judge 
Advocate  General. 


[P.R.  Doc.  63-6513:  PUed,  June  20,  1963; 
8:45  a.m.] 


Title  41— PUBLIC  CONTRACTS 

Chapter  50 — Division  of  Public  Con¬ 
tracts,  Department  of  Labor 

PART  50-202— -MINIMUM  WAGE 
DETERMINATIONS 

Scientific,  Industrial,  and  Laboratory 
Instruments  Industry 

Miscellaneous  exceptions  have  been 
filed  criticizing  the  findings  and  con¬ 
clusions  expressed  in  the  tentative  de¬ 
cision  determining  prevailing  minimum 
wages  in  the  scientific,  industrial,  and 
laboratory  instruments  industry  (27 
F.R.  12964).  That  decision  adopts  the 
definition  of  the  Industry  proposed  in 
the  notice  of  hearing,  because  that  defi¬ 
nition  continues,  with  only  slight  change, 
one  which  has  been  found  satisfactory  in 
operation,  and  because  it  appears  to  be 
satisfactory  to  those  who  participated 
in  the  hearing.  Based  on  Industry  prac¬ 
tices  and  the  recommendations  of  repre¬ 
sentatives  of  employers,  the  tentative 
decision  provides  separate  branch  mini¬ 
mum  wage  determhiatlons  for  (1)  the 
manufacture  and  furnishing  of  electrical 
indicating  instruments  and  service  test 
equipment  and  (2)  the  manufacture  and 
furnishing  of  the  other  products  of  the 
industry.  It  proposes  one  prevailing 
minimum  wage  for  all  the  area  in  which 
each  branch  of  the  industry  has  its 
plants,  because  it  finds  competition  for 
government  contracts  for  the  products 
of  each  branch  to  be  industry  wide.  On 
the  basis  of  an  analysis  of  a  Bureau  of 
Labor  Statistics  (BLS)  Wage  Survey, 
the  tentative  decision  finds  $1.35  an  hour 
to  be  the  prevailing  minimum  wage  in 
the  electrical  indicating  instruments  and 
service  test  equipment  branch,  and  $1.50 
an  hour  to  be  the  prevailing  minimum 
wage  in  the  remainder  of  the  Industry. 

One  manufacturer  raises  the  problem 
of  fringe  benefits  said  to  be  paid  in  vary¬ 
ing  amounts  by  some  employers  in  the 
Industry.  The  minimum  wage  tenta¬ 
tively  determined  is  based  on  a  survey 
of  wages  actually  paid.  It  was  decided 
in  the  tentative  decision  for  the  machine 
tools  industry  (27  F.R.  901)  that  the  par¬ 
ticular  fringe  benefits  there  proved  (paid 
leave  and  various  private  welfare  plans) 
should  not  count  in  making  the  deter¬ 
mination  or  be  credited  in  satisfaction 
of  the  minimum  wage  obligations,  be¬ 
cause  they  are  excluded  from  “regular 
rate”  by  section  7  of  the  Fair  Labor 
Standards  Act  of  1938,  and  the  regula¬ 
tions  under  the  Walsh-rHealey  Act  which 
require  a  similar  interpretation  of  “basic 
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hourly  rate”  here  (41  CFR  50-201,103). 
Any  fringe  benefits  which  this  manufac¬ 
turer  p>ays  of  the  tyipe  which  are  credit¬ 
able  toward  miniinum  wage  obligations 
under  the  Pair  Labor  Standards  Act  or 
which  are  included  in  the  regular  rate  of 
pay  under  the  definitions  in  section  7  of 
that  act  will,  of  course,  be  creditable  to¬ 
ward  his  minimum  wage  obligations 
under  this  determination. 

Representatives  of  employers  in  the 
electrical  indicating  instruments  and 
service  test  equipment  branch  press  their 
contention  that  the  rate  of  $1.25  an  hour 
rather  than  the  rate  of  $1.35  an  hour 
should  be  established  as  the  prevailing 
minimum  w£^e  for  their  branch. 
Though  they  do  not  dispute  the  finding 
that  $1.35  represents  the  central  tend¬ 
ency  of  plant  minimum  wages  in  their 
branch,  they  contend  that  redetermina¬ 
tion  by  this  ‘‘median”  approach  is  im¬ 
proper  because  it  involves  what  they  call 
a  “ratcheting  effect”.  They  argue  that 
when  a  prevailing  minimum  wage  is  es¬ 
tablished,  its  effect  in  increasing  lower 
minimum  wages  will  produce  a  new  mini¬ 
mum  wage  distribution  in  the  industry 
such  that  a  higher  minimum  wage  can 
then  be  determined.  It  is  apparent,  how¬ 
ever,  that  increasing  all  minimum  wages 
in  the  industry  to  the  determination  rate 
can  only  succeed  in  raising  the  propor¬ 
tions  of  plants  (and  the  covered  worker 
emplosonent  in  such  plants)  at  that  rate, 
but  cannot  raise  the  proportion  with 
minima  above  the  determined  rate.  Con¬ 
sequently,  no  higher  determination 
would  be  indicated  even  assuming  all 
establishments  in  the  industry  partici¬ 
pated  in  Gtovernment  contracts  and  were 
required  to  observe  the  determination 
rate.  TTiese  two  assumptions  are  of 
course  not  realistic  in  the  case  of  most 
industries,  including  the  one  presently 
under  consideration. 

It  is  also  contended  that  the  $1.25 
minimum  wage  prevails  because  a  cluster 
of  12.8  percent  of  the  establishments 
emplosring  9  percent  of  the  covered 
workers  pays  that  minimum  rate  now, 
and  34.2  percent  of  all  the  plants  em¬ 
ploying  32.4  percent  of  all  covered  work¬ 
ers,  which  presently  pay  that  minimum 
wage  or  less,  will  be  pasdng  that  mini¬ 
mum  by  September  3,  1963,  when  it  will 
be  required  by  the  Fair  Latrar  Standards 
Act  of  1938,  as  amended.  It  would  seem 
incongruous  to  find  that  the  prevailing 
minimum  wage  in  tiiis  industry  is  not  as 
high  as  the  $1.35  found  in  the  tentative 
decision  merely  because  we  have  reason 
to  anticipate  Uiat  those  which  are  below 
$1.25  will  shortly  rise  to  that  figure  and 
thus  fortuitously  create  a  modal  concen¬ 
tration  at  $1.25.  An  approach  based  on 
the  median,  rather  than  the  mode,  seems 
necessary  to  avoid  just  such  inconsistent 
results.  For  a  more  detailed  considera¬ 
tion  of  a  similar  problem,  see  the  tenta¬ 
tive  decision  for  the  electronic  compo¬ 
nent  parts  industry  (26  FJl.  4173). 

In  further  support  of  this  contention, 
it  is  pointed  out  that  about  half  of  the 
industry  pays  minimum  wages  within 
the  $1.15  to  $1.35  range  mid  that  $1.25 
lies  both  midway  and  at  the  median  be¬ 
tween  these  points.  This  concentration 
on  the  lower  portion  of  the  minimum 


wage  distribution  must  be  rejected  for 
the  same  reasons  which  prompted  re¬ 
jection' of  the  “interquartile”  approach 
which  lays  emphasis  on  the  median 
between  the  lowest  and  median  mini¬ 
mum  wage.  See,  for  example,  the  ten¬ 
tative  decision  for  the  metal  business 
furniture  and  storage  equipment  indus¬ 
try  (25  F.R.  12363) ,  the  tentative  deci¬ 
sion  for  the  manifold ,  business  forms 
industry  (26  F.R,  5898),  and  the  ten¬ 
tative  decision  for  the  motors  and  gen¬ 
erators  industry  (27  FJl.  1913).  As 
demonstrated  in  previous  decisions,  ap¬ 
plication  of  this  concept  would  resiilt  in 
determining  wages  which  are  substan¬ 
tially  less  than  those  which  prevail. 
Moreover,  the  establishment  of  such 
minima  would  fail  to  implement  the  Con¬ 
gressional  purpose  “to  obviate  the  pos¬ 
sibility  that  any  part  of  the  tremendous 
national  expenditures  would  go  to  forces 
tending  to  depress  wages  and  purchasing 
power”  (Perkins  v.  Lukens  Steel  Co.,  310 
U.S.  113,  128)  and,  “to  use  the  leverage 
of  the  Government’s  immense  purchas¬ 
ing  power  to  raise  labor  standards” 
(Endicott  Johnson  Corp.  v.  Perkins  (317 
U.S.  501,  507) ) .  Accordingly,  I  must  re¬ 
ject  the  contention  that  the  rate  of 
$1.25  an  hour  prevails  in  this  branch. 

Other  exceptions  protest  the  tentative 
decision’s  rejection  of  contentions  con¬ 
cerning  a  supposed  prevalence  of  lower 
minimiun  wages  in  small  establishments, 
the  economic  impact  of  a  prevailing 
minimum  wage  determination,  and  the 
appropriate  delay  in  the  effective  date  of 
wage  determinations.  Each  exception 
has  been  carefully  considered.  None 
appears  to  warrant  further  amplification 
of  the  discussion  contained  in  the  ten¬ 
tative  decision.  Each  is  overruled. 
Each  finding  and  conclusion,  together 
with  the  reason  and  basis  therefor,  which 
is  expressed  in  the  tentative  decision  is 
hereby  mside  final. 

Accordingly,  upon  the  ‘findings  and 
conclusions  stated  herein,  pursuant  to 
authority  imder  the  Walsh-Healey  Pub¬ 
lic  Contracts  Act  (41  UJB.C.  sec.  35  et 
seq.) ,  and  in  accordance  with  the  Admin¬ 
istrative  Procedure  Act  (5  U.S.C.  1001 
et  seq.)  41  CFR  §50-202.14  is  hereby 
amended,  in  the  manner  indicated 
below. 

For  the  reasons  stated  in  the  tentative 
decision  (27  FJl.  12966),  I  find  good 
cause  to  and  do  hereby  make  this  deter¬ 
mination  effective  seven  days  after  pub¬ 
lication  of  this  document  in  the  Federal 

As  amended  §  50-202.14  of  Title  41, 
Code  of  Federal  Regulations,  reads  as 
follows: 

§  50—202.14  Scientific,  industrial,  and 
laboratory  instruments  industry. 

(a)  Definition.  (1)  The  scientific,  in¬ 
dustrial,  and  laboratory  instruments  in¬ 
dustry  is  defined  as  that  industry  which 
manufactures  or  furnishes  instruments 
and  accessories  and  auxiliary  devices  for 
such  instruments  used  for  measuring, 
indicating,  recording,  or  initiating  con¬ 
trol  of  physical  or  chemical  qusdities  or 
quantities  or  other  characteristics  or 
properties  such  as  acceleration,  acidity, 
alkalinity,  altitude,  angle,  attitude. 


color,  combustion,  conductivity,  density, 
direction,  distance,  electricity,  flow’, 
force,  humidity,  intensity,  light,  liquid 
level,  mass,  position,  pressure,  radioac¬ 
tivity,  sight,  sound,  speed,  temperature, 
vibration,  viscosity,  and  wave  length; 
and  laboratory  furniture  and  equipment. 

(2)  The  definition  includes,  but  with¬ 
out  limitation,  instruments  and  acces¬ 
sories  and  auxiliary  devices  for  such 
instnunents  used  for  measuring,  indi¬ 
cating,  recording, -or  initiating  control 
in  drafting,  engineering,  industrial  proc¬ 
essing,  meteorology,  natation,  and  sur- 
vesdng;  instruments  and  accessories  and 
auxiliary  devices  for  such  instruments, 
used  in  teaching,  demonstration,  re¬ 
search  or  testing  for  the  measuring,  in¬ 
dicating,  recording,  or  initiation  of  con¬ 
trol  of  such  qualities,  quantities,  or  other 
characteristics  or  properties  as  bacterio¬ 
logical,  biological,  chemical,  clinical, 
geological,  physical,  physiological,  psy¬ 
chological,  and  radiological;  and  lab¬ 
oratory  fumitiu'e  and  equipment. 

(3)  The  definition  does  not  include: 
(i)  Electric,  gas,  and  water  meters  used 
to  measure  consumption  by  individual 
domestic  or  commercial  users;  (ii)  gaso¬ 
line  meters  used  in  service  stations, 
garages,  and  similar  locations;  (iii)  the 
followiiig  items  used  on  automotive 
equipment:  Ammeters;  pressure,  fuel, 
and  temperature  gauges;  and  spe^om- 
eters  and  tachometers;  (iv)  clocks, 
watches,  and  clockwork  mechanisms  and 
controls;  (v)  machinists’  blocks  and 
gauges;  (vi)  control  and  indicating  de¬ 
vices  used  in  domestic,  store,  office,  and 
similar  installations  of  air  conditioning, 
refrigeration,  comfort  heating,  cooking, 
and  water  heating  equipment;  (vii) 
speed  and  emergency  governors  used 
with  steam,  gas,  and  hydraulic  turbines, 
and  diesel  engines;  (viii)  ophthalmic 
lenses,  trial  sets,  and  other  ophthalmic 
products;  (ix)  transmitting  and  receiv¬ 
ing  equipment  for  telephony,  carrier 
equipment,  radio,  television,  sonar, 
loran,  shoran,  radar,  teletype,  and  related 
systems;  (x)  photographic  lenses;  (xi) 
optical  glass;  (xii)  laboratory  glassware 
and  other  technical,  scientific,  and  in¬ 
dustrial  pressed  and  blown  glassware; 
(xiii)  industrial,  commercial,  and  house¬ 
hold  scales  and  other  mechanical 
weighing  machines  (except  balances 
and  precision  weighing  devices  for  lab¬ 
oratory,  research,  and  scientific  uses) ; 
(xiv)  surgical,  medical,  and  dental  in¬ 
struments;  and  (XV)  basic  electrical  or 
electronic  component  parts  such  as  re¬ 
sistors,  capacitors,  relays,  connectors, 
switches,  transformers,  reactors,  coils, 
chokes,  inductors,  vibrators,  filters,  pulse 
networks,  home-type  TV  and  PM  an¬ 
tennas.  headphones,  microphones,  loud¬ 
speakers,  piezo-electric  crystals  and 
crystal  devices,  and  permeability  timing 
devices;  specialized  microwave  compo¬ 
nents;  specialized  ferrite  components; 
i(nd  complex  components,  packaged 
components,  modules,  and  other  similar 
component  combinations  manufactured 
as  a  single  unit  (except  when  such  basic 
electrical  or  electronic  component  parts 
are  designed,  engineered,  and  used  as 
standards  or  precision  deuces  in  labora¬ 
tory,  research,  and  scientific  work,  or  in 
quality  control) . 
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(b)  Wage  rates.  (1)  The  minimum 
wages  for  persons  employed  in  the  manu¬ 
facture  or  furnishing  of  electrical  indi¬ 
cating  instruments  and  service  test 
equipment  shall  be  $1^5  an  hour.  These 
products  consist  of  indicating  instru¬ 
ment  mechanisms  (except  spotlight  gal¬ 
vanometers)  such  as  moving  coil,  elec¬ 
tro-dynamometer,  moving  iron,  electro¬ 
static,  moving  magnet,  and  vibrating 
reed,  whether  indicating  or  contact¬ 
making  (relays) ,  which  are  activated  by 
electrical  current  or  voltage;  and  acces¬ 
sories  and  auxiliary  devices  for  a  panel, 
switchboard,  pocket,  or  portable  indicat¬ 
ing  instniment  which  displays  measure¬ 
ment  either  by  means  of  a  pointer 
moving  across  a  dial,  a  vibrating  reed, 
or  digital  readout;  and  service  test 
equipment,  portable  or  bench  type,  in¬ 
cluding  kits  for  assembling  such  test 
equipment  (but  excluding  graiAic  re¬ 
cording  devices) ,  primarily  desired  for 
service,  maintenance,  or  installation  of 
electrical,  electronic,  radio,  television,  or 
communications  equipment,  such  as,  but 
not  limited  to,  tube,  transistor,  or  bat¬ 
tery  testers;  multimeters;  service  oscil¬ 
loscopes;  color-bar  generators;  service 
vacuum-tube  voltmeters;  and  automo¬ 
tive  motor  analyzers. 

(2)  The  minimum  wage  for  persons 
employed  in  the  manufacture  or  furnish¬ 


ing  of  the  other  products  of  the«cientific, 
industrial,  and  laboratory  instruments 
industry  ^all  be  $1.50  an  hour. 

(49  Stat.  2036  as  amended;  41  UB.C.  35  et 
seq.) 

Signed  at  Washington,  D.C.,  this  17th 
day  of  June  1963. 

W.  Willard  Wirtz, 
Secretary  of  Labor. 

IP.R.  Doc.  63-6539;  Piled,  June  20,  1963; 
8:53  am.] 


Title  49— TRANSPORTATION 

Chapter  I — interstate  Commerce 
Commission 

SUBCHAPTER  A — GENERAL  RULES  AND 
REGULATIONS 

[Rev.  S.O.  No.  943-Al 

PART  .95— CAR  SERVICE 

Railroad  Operating  Regulations  for 
Freight  Car  Movement;  Revocation 

At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  Safety  and  Service 
Board  No.  1,  held  at  its  office  in  Wash¬ 
ington,  D.C.,  on  the  18th  day  of  June 
A.D.  1963. 


Upon  further  consideration  of  Revised 
Service  Order  No.  943  (28  P  Jl.  5648)  and 
good  cause  appearing  therefor: 

It  is  ordered.  That  §  95.943  Railroad 
operating  regxUations  for  freight  car 
movement,  be  and  it  is  hereby  vacated 
and  set  aside. 

(Sec.  1,  12,  15,  24  stat.  379,  383,  384,  as 
amended;  49  U.S.C.  1,  12,  15.  Interprets  or 
applies  sec.  1(10-17),  15(4),  40  Stat.  101, 
as  amended  54  Stat.  911;  49  n.S.C.  1(10-17), 
15(4)) 

It  is  further  ordered.  That  this  order 
shall  become  effective  at  9:00  a.m.,  June 
19,  1963;  that  a  copy  of  this  order  shall 
be  served  upon  the  Association  of  Ameri¬ 
can  Railroads,  Car  Service  Division,  as 
agent  of  the  railroads  subscribing  to  the 
car  service  and  per  diem  agreement  un¬ 
der  the  terms  of  that  agreement;  and 
that  notice  of  this  order  be  given  to  the 
general  public  by  depositing  a  copy  in 
the  office  of  the  Secretary  of  the  Com¬ 
mission  at  Washington,  D.C.,  and  by 
filing  it  with  the  Director,  Office  of  the 
Federal  Register. 

By  the  Cmnmission,  Safety  and  Serv¬ 
ice  Board  No.  1. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

[FJl.  Doc.  63-6546;  FUed,  June  20,  1963; 

8:54  a.m.] 


Proposed  Rule  Making 


DEPARTMENT  OF  THE  TREASURY 

Comptroller  of  the  Currency 

[  12  CFR  Part  1  1 

INVESTMENT  SECURITIES 

Notice  of  Proposed  Rule  Making 

Notice  Is  hereby  given  that  the  Comp¬ 
troller  of  the  Currency  pursuant  to  the 
authority  contained  in  paragraph  Sev¬ 
enth  of  R.S.  5136,  as  amended,  12  U.S.C. 
24,  is  considering  the  adoption  of  a  re¬ 
vision  of  Part  1  relating  to  the  purchase, 
sale,  underwriting  and  holding  of  invest¬ 
ment  securities  by  National  Banks.  Pur¬ 
suant  to  12  U.S.C.  335,  the  proposed  reg¬ 
ulation  would  also  be  applicable  to  state 
member  banks. 

Prior  to  the  adoption  thereof,  consid¬ 
eration  will  be  given  to  written  comments 
pertaining  thereto  which  are  submitted 
to  the  Comptroller  of  the  Currency, 
Wadiington  25,  D.C.,  within  30  days 
after  the  date  of  the  publication  of  this 
notice.  All  National  Banks  and  State 
member  banks  and  other  interested  par¬ 
ties  are  Invited  to  submit  such  comments. 
It  is  contemplated  that  the  proposed  re¬ 
vision  wUl  enter  into  effect  on  or  about 
August  10,  1963,  with  such  revisions 
thereof  as  may  be  deemed  appropriate  in 
the  light  of  comments  submitted. 

The  proposed  revision  would  amend 
Part  1  of  Title  12  of  the  Code  of  Federal 
Regulations  of  the  United  States  by  re¬ 
numbering  §§  1.5-1.21  and  by  revising 
§§  1.1-1.4  to  read  as  follows: 

PART  1— INVESTMENT  SECURITIES 
REGULATION 

1.1  Authority. 

1.2  Scope  and  ai^lication. 

1.3  Definitions. 

1.4  Umltatlons  and  restrictions  on  pur¬ 

chase  and  sale  of  a  pubUc  security. 

1.5  Limitations  and  restrictions  cm  pur¬ 

chase  of  an  Investment  security. 

1.6  Limitations  and  restrictions  on  hold¬ 

ing  Investment  securities. 

1.7  Limitations  and  restrictions  on  pur¬ 

chase,  sale  and  holding  of  specified 
obligations. 

1.8  Prudent  banking  Judgmei^t;  credit  In¬ 

formation  required. 

1 .9  Requests  fw  rulings. 

1.10  Convertible  secrultles. 

1.11  Amortization  of  premiums. 

1.12  Exceptions. 

Authoritt:  Sf  1.1  to  1.12  Issued  under 
paragraph  SevenUi  of  B.S.  5136  as  amended, 
12  U.S.C.  24. 

§  1.1  Authority.  « 

This  part  is  issued  by  the  Comptroller 
of  the  Currency  imder  the  authority  of 
paragraph  Seventh  of  12  U.S.C.  24. 

§1.2  Scope  and  application. 

This  part  applies  to  the  purchase,  sale, 
underwriting,  and  holding  of  investment 
securities  by  National  banks  and  pursu¬ 
ant  to  12  U.S.C.  335  by  State  member 
banks. 


§1.3  Definitions. 

(a)  The  term  “bank”  includes  National 
banks  and  State  member  banks. 

(b)  The  term  “investment  security” 
means  a  marketable  obligation  in  the 
form  of  a  bond,  note  or  debenture  which 
is  c(»nmonly  regarded  as  an  investment 
security.  It  does  not  include  invest¬ 
ments  which  are  predominantly  specu¬ 
lative  in  nature. 

(c)  The  term  “public  security”  means 
an  obligation  described  in  12  U.S.C.  24 
as  not  subject  to  the  limitations  and  re¬ 
strictions  contained  therein  “as  to  deal¬ 
ing  in,  underwriting  and  purchasing  for 
its  own  account,  investment  securities”. 
Public  securities  include: 

( 1 )  Any  obligation  of  the  United  States 

(2)  Any  general  obligation  of  any  State 
of  the  United  States  or  of  any  political 
subdivision  thereof 

(3)  Other  obligations  listed  in  para¬ 
graph  Seventh  of  12  U.S.C.  24. 

(d)  The  term  “political  subdivision  of 
any  state”  includes  a  municipal  corpora¬ 
tion,  a  public  authority  and  generally  any 
publicly  owned  entity  which  is  an  instru¬ 
mentality  of  the  state  or  of  a  municipal 
corporation. 

(e)  The  phrajSe  “general  obligation  of 
any  State  or  of  any  political  subdivision 
thereof”  means  an  obligation  supported 
by  the  full  faith  and  credit  of  the  obligor. 
It  includes  an  obligation  payable  from  a 
special  fund  when  the  full  faith  and 
credit  of  a  State  or  any  political  sub¬ 
division  thereof  is  obligated  for  payments 
into  the  fund  of  amounts  which  will  be 
sufficient  to  provide  for  all  required  pay¬ 
ments  in  connection  with  the  obligation. 

§  1.4  Limitations  and  restrictions  on 
purchase  and  sale  of  a  public  secu¬ 
rity. 

A  bank  may  deal  in,  underwrite,  pur¬ 
chase  and  sell  for  its-own  account  a  pub¬ 
lic  security  subject  only  to  the  exercise  of 
prudent  banking  judgment.  In  the  case 
of  an  obligation  of  a  State  or  a  political 
subdivision  thereof,  prudent  banking 
judgment  will  require  a  determination 
that  the  obligation  is  payable  from  a 
source  or  sources  of  funds  sufficient  to 
provide  for  all  required  parents  in 
connection  with  the  obligation  and  all 
other  obligations  payable  from  the  same 
source  or  sources. 

§  1.5  Limitations  and  restricti<ms  on 
purchase  of  an  investment  security. 

(a)  Evidence  of  obligor’s  ability  to  per-- 
form.  A  bank  may  purchase  an  invest¬ 
ment  security  for  its  own  account  when 
in  its  prudent  banking  judgment  it  de¬ 
termines  that  there  is  adequate  evidence 
that  the  obligor  is  able  to  perform  all 
that  it  undertakes  to  perform  in  connec¬ 
tion  with  the  security,  including  all  debt 
service  requirements,  and  that  the  se¬ 
curity  may,  be  sold  with  reasonable 
promptness  at  a  price  which  corresponds 
reasonably  to  its  fair  value. 


(b)  Reliable  estimates  of  obligor’s 
ability  to  perform.  A  bank  which  main¬ 
tains  a  qualified  investment  department 
may  purchase  an  investment  security  for 
its  own  account  when,  in  its  prudent 
banking  judgment  based  upon  reliable 
estimates,  it  determines  that  the  obligor 
is  able  to  perform  all  that  it  undertakes 
to  perform  in  connection  with  the  se¬ 
curity,  including  all  debt  service  require¬ 
ments  and  that  the  security  may  be  sold 
with  reasonable  promptness  at  a  price 
which  corresponds  reasonably  to  its  fair 
value. 

(c)  Securities  ruled  eligible  by  the 
Comutroller  of  the  Currency.  A  bank 
may  purchase  any  investment  security 
ruled  eligible  for  purchase  in  a  published 
ruling  of  the  Comptroller  of  the  Cur¬ 
rency. 

§  1.6  Limitations  and  restricticms  on 
holding  investment  securities. 

(a)  Obligations  of  any  one  obligor. 
A  bank  may  not  hold  at  any  time  invest¬ 
ment  securities  of  any  one  obligor  in  a 
total  amoimt  in  excess  of  10  percent 
of  the  bank’s  capital  and  surplus.  For 
this  purpose  the  amoimt  of  an  invest¬ 
ment  security  is  to  be  determined  on  the 
basis  of  the  par  or  face  value  of  the 
security. 

(b)  Obligations  purchased  on  the  basis 
of  reliable  estimates.  A  bank  may  not 
hold  at  any  time  investment  securities 
purchased  pursuant  to  paragraph  (b)  of 
§  1.5  in  a  total  amount  in  excess  of  5 
percent  of  the  bank’s  investment  ac¬ 
count. 

(c)  Limitations  prescribed  in  eligibil¬ 
ity  rulings.  When  the  Comptroller  of 
the  Currency  has  in  a  published  ruling 
ruled  an  Investment  security  eligible  for 
purchase  subject  to  a  specified  limitation, 
a  bank  may  not  at  any  time  thereafter 
hold  such  security  in  an  amount  in  ex¬ 
cess  of  the  specified  limitation. 

§  1.7  Limitations  and  restrictions  on 
purchase,  sale  and  holding  of  speci¬ 
fied  obligations. 

A  bank  may  deal  in  and  underwrite  the 
obligations  of  the  International  Bank 
for  Reconstruction  and  Development  and 
the  Inter-American  Development  Bank 
and  all  bonds,  notes  and  other  obligations 
of  the  Tennessee  Valley  Authority  but  it 
may  not  hold  at  any  one  time  the  obli¬ 
gations  of  any  one  of  such  obligors  in  a 
total  amount  in  excess  of  10  percent  of 
the  bank’s  capital  and  surplus. 

§  1.8  Prudent  banking  judgment;  credit 
information  required. 

Every  bank  shall  maintain  in  its  files 
credit  information  adequate  to  demon¬ 
strate  that  it  has  exercised  prudent 
banking  judgment  in  making  the  deter¬ 
minations  and  carrying  out  the  trans¬ 
actions  described  in  §§  1.4  and  1.5. 

§  1.9  Requests  for  rulings. 

Any  bank  may  request  the  Comptroller 
of  the  Currency  to  rule  on  the  applica¬ 
tion  of  this  part,  or  paragraph  Seventh 
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of  12  U.S.C.  24,  to  any  security  which  it 
holds,  or  desires  to  pxirchase  for  its  own 
account  as  an  investment  secxirity;  or 
which  it  holds,  or  desires  to  deal  in, 
underwrite,  purchase,  hold  or  sell  as  a 
public  security.  Such  a  request  for  a 
ruling  should  be  supported  by  (a)  in¬ 
formation  sufficient  to  enable  the  Comp¬ 
troller  to  make  the  necessary  determina¬ 
tion  and  (b)  the  bank’s  appraisal  of  the 
information  furnished. 

§1.10  Convertible  securities. 

When  a  bank  purchases  an  invest¬ 
ment  security  convertible  into  stock  or 
with  stock  purchase  warrants  attached, 
a  charge  to  undivided  profits  must  be 
made  by  the  bank  at  the  time  of  pur¬ 
chase  to  write  down  the  cost  of  such 
security  to  a  price  level  representing  a 
yield  which  refiects  the  investment  value 
of  the  security  considered  independently 
of  the  conversion  feature  or  attached 
stock  purchase  warrants.  Purchase  of 
securities  convertible  into  stock  at  the 
option  of  the  issuer  is  prohibited. 

§  1.11  Amortization  of  premiums. 

When  an  investment  security  is  pur¬ 
chased  at  a  price  exceeding  par  or  face 
value,  the  bank  shall : 

(a)  Provide  for  the  regular  amortiza¬ 
tion  of  the  premium  paid  or  of  that  por¬ 
tion  of  premium  remaining  after  the 
charge  to  undivided  profits  required  by 
§  1.10  so  that  such  premium  or  portion 
thereof  shall  be  entirely  extinguished 
at  or  before  the  maturity  of  the  security, 
and  the  security,"  including  premium, 
shall  at  no  intervening  date  be  carried 
at  an  amount  in  excess  of  that  at  which 
the  obligor  may  redeem  such  security; 
or 

(b)  Set  up  a  reserve  account  to 
amortize  the  premium  or  portion  thereof, 
said  account  to  be  credited  periodically 
with  an  amoimt  not  less  than  the 
amoiint  required  for  amortization  imder 
paragraph  (a)  of  this  section. 

§  1.12  Exceptions. 

The  restrictions  and  limitations  of  this 
part  do  not  apply  to  securities  acquired 
through  foreclosure  on  collateral,  or  ac¬ 
quired  in  good  faith  by  way  of  com¬ 
promise  of  a  doubtful  claim  or  to  avoid 
a  loss  in  connection  with  a  debt  pre¬ 
viously  contracted. 

Dated :  June  18, 1963. 

[seal]  James  J.  Saxon, 

Comptroller  of  the  Currency. 

IPJl.  Doc.  63-6668;  PUed,  June  20,  1963; 

8:66  am.] 
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[14  CFR  Part  61  [New!  1 

[Notice  No.  63-22;  Docket  No.  1798] 

STUDENT  PILOT  INSTRUMENT  FLIGHT 
INSTRUCTION  AND  FLIGHT  IN¬ 
STRUCTOR  PRIVILEGES  AND  LIMI¬ 
TATIONS 

Notice  of  Proposed  Rule  Making 

Notice  is  hereby  given  that  the  Federal 
Aviation  Agency  has  imder  consideration 


a  proposal  to  amend  Part  61  [New]. 
This  proposal  would  permit  a  student 
pilot  to  make  solo  fiights  within  a  local 
area  before  he  receives  instrument  fiight 
instruction  and  thereby  provide  greater 
flexibility  in  the  student’s  training  inro- 
gram.  It  would  also  speciflcally  require 
a  certiflcated  flight  instructor  to  find  that 
the  student  pilot  meets  the  regulatory 
prerequisites  for  solo  or  solo  cross-coun¬ 
try  flight  before  the  instructor  may  en¬ 
dorse  the  student’s  certificate  for  that 
kind  of  flight. 

Interested  persons  are  invited  to  par¬ 
ticipate  in  the  making  of  the  proposed 
rule  by  submitting  such  written  data, 
views  or  arguments  as  they  may  desire. 
Communications  should  identify  the 
docket  or  notice  number  and  be 'submit¬ 
ted  in  duplicate  to  the  Federal  Aviation 
Agency,  Office  of  the  General  Counsel: 
Attention  Rules  Docket,  Room  A-103, 
1711  New  York  Avenue  NW.,  Washing¬ 
ton  25,  D.C.  All  communications  re¬ 
ceived  on  or  before  July  23,  1963,  will 
be  considered  by  the  Administrator  be¬ 
fore  taking  action  upon  the  proposed 
rule.  The  proposals  contained  in  this 
notice  may  be  changed  in  the  light  of 
comments  received.  All  comments  sub¬ 
mitted  will  be  available,  both  before  and 
after  the  closing  date  for  comments,  in 
the  Rules  Docket  for  examination  by 
interested  persons. 

Amendment  61-2,  published  in  the 
Federal  Register  on  March  1,  1963  (28 
F.R.  2003)  and  effective  May  2,  1963, 
transferred  the  student  pilot  presolo  in- 
strmnent  flight  instruction  rule  from 
§  61.85  to  §  61.63.  The  purpose  of  this 
transfer  was  to  clarify  the  rule’s  appli¬ 
cability  and  meaning,  as  had  been  pro¬ 
posed  in  Draft  Release  62-4  (27  FJl. 
1073) .  Persons  commenting  on  the  pro¬ 
posal  addressed  themselves  primarily  to 
the  substance  of  the  rule  rather  than  to 
the  proposed  clarification.  Although 
these  comments  were  not  directly  re¬ 
sponsive  to  the  proposal,  the  Agency  rec¬ 
ognized  them  as  appropriate  matter  for 
consideration.  Accordingly,  while  issu¬ 
ing  the  needed  clarification,  the  Agency 
has  proceeded  to  re-evaluate  the  require¬ 
ment  for  instrument  instruction  prior  to 
any  solo  flight. 

There  appears  to  be  disagreement 
among  experienced  and  knowledgeable 
persons,  including  flight  instructors  and 
pilots,  as  to  the  desirability  of  requiring 
instrument  instruction  before  solo.  How¬ 
ever,  whatever  the  point  of  view,  a  gen¬ 
eral  agreement  exists  that  the  relation¬ 
ship  of  the  flight  instructor  to  his  student 
is  a  very  personal  one,  that  the  progress 
of  a  student  can  in  fact  be  measured  best 
by  his  instructor,  and  that  the  judgment 
of  the  instructor  as  to  the  capacity  of 
his  student  and  as  to  the  time  the  student 
would  most  benefit  from  instrument  in¬ 
struction  must  be  given  great  weight. 
Finally,  we  have  found  little  disagree¬ 
ment  with  the  requirement  that  the  issue 
of  a  private  pilot  certificate  be  condi¬ 
tioned  upon  some  minimum  instrument 
capacity;  disagreement  being  focused 
essentially  upon  the  time  when  the  in¬ 
strument  instruction  should  begin  in  the 
educational  process  rather  than  whether 
it  should  be  given  at  all. 


With  these  considerations  in  mind,  the 
Agency  has  explored  various  alternatives 
to  the  present  requirement,  all  based  on 
the  decision  that  instrument  instruction 
is  necessary  at  some  time  before  issuance 
of  a  private  pilot  certificate.  Certain 
phases  in  the  progress  of  a  student  pilot’s 
training  stand  out  as  times  when  instru¬ 
ment  instruction  might  most  l(^cally 
begin.  One  is  that  of  the  present  rule, 
prior  to  any  solo.  Another  is  prior  to  the 
student’s  first  solo  flight  beyond  the  local 
area.  A  third  is  the  period  following 
the  latter  flight. 

The  desirability  of  adopting  the  third 
alternative  is  questionable.  The  benefits 
to  be  derived  from  student  pilot  instru¬ 
ment  instruction  are  generally  enhanced 
by  its  early  integration  with  other  flight 
instruction.  These  benefits  will  in  part 
be  lost  if  the  instrument  instruction  is 
not  given  until  the  later  stages  of  pilot 
training. 

This  leaves  the  alternatives  of  the 
present  rule  and  a  change  to  require  that 
instrument  instruction  be  given  before 
the  first  solo  cross-country  flight.  We 
have  concluded  that  the  present  rule 
might  not  provide  for  enough  flexibility 
in  the  student  pilot’s  training  curricu¬ 
lum.  The  certificated  flight  instructor  Is 
in  an  excellent  position  to  know  when 
his  student  should  be  Introduced  to  in¬ 
strument  flight.  He  is  able  to  evaluate 
the  particular  student’s  progress,  capa¬ 
bilities,  and  needs.  This  approach 
would  allow  the  instructor  to  make  an 
independent  judgment  as  to  the  appro¬ 
priate  time  for  such  an  introduction — 
either  before  or  after  local  solo  flight. 
The  benefits  of  integrated  flight  instruc¬ 
tion  would  be  preserved,  perhaps  even 
enhanced,  by  relsdng  on  the  flight  in¬ 
structor  to  introduce  instrument  flight 
instruction  at  a  time  more  tailored  to 
the  individual  student’s  needs.  Accord¬ 
ingly,  it  is  proposed  to  amend  Part  61 
[New]  to  require  only  that  instnunent 
instruction  be  given  before  solo  cross¬ 
country  flight  rather  than  before  any 
solo  flight.  If  adopted  this  change 
would  be  accomplished  by  deleting  the 
instrument  instruction  requirement  in 
§  61.63(a)  (2)  and  placing  it  in  §61.65. 

The  review  of  the  student  pilot  in¬ 
struction  requirements  has  also  revealed 
a  need  to  clarify  the  intent  of  §  61.177  (a) 
which  limits  the  flight  instructor’s  privi¬ 
lege  of  endorsing  student  pilot  certifi¬ 
cates  for  solo  and  solo  cross-country 
flight.  This  section  does  not  now  spe¬ 
cifically  require  the  instructor  to  find 
that  the  student  meets  edl  the  regulatory 
requirements  for  either  kind  of  flight  be¬ 
fore  making  the  endorsements.  As  the 
regulations  give  instructors  the  author¬ 
ity  to  permit  or  prohibit  solo  and  solo 
cross-country  flight,  it  is  considered  nec¬ 
essary  that  there  be  no  doubts  as  to  the 
nature  and  limitations  of  this  authority, 
and  that  the  regulations  clearly  spell  out 
the  conditions  to  be  met  by  both  the 
student  and  the  instructor.  Accord¬ 
ingly  we  propose  to  amend  §  61.177(a) 
to  require  the  flight  Instructor  to  deter¬ 
mine  that  the  student  meets  the  regu¬ 
latory  prerequisites  for  solo  or  solo  cross¬ 
country  flight,  as  the  case  may  be,  before 
he  may  endorse  the  student’s  certificate. 
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In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  Part  61  [New]  of  the 
Federal  Aviation  Regulations  (14  CFR 
Part  61  [New])  as  follows: 

§  61.63  [Amendment] 

1.  By  inserting  a  semicolon  after  the 
word  “glides”  in  paragraph  (a)  (2)  (i)  of 
§  61.63  and  striking  out  the  phrase  “by 
both  visual  reference  outside  the  air¬ 
plane  and  by  referring  solely  to  flight 
instruments;”, 

2.  By  striking  out  the  last  sentence  6f 
paragraph  (a)  of  §  61.63. 

3.  By  revising  the  parenthetical  ex¬ 
pression  in  paragraph  (b)  of  §  61.65  to 
read  “(from  a  holder  of  a  flight  instruc¬ 
tor  certiflcate  with  an  airplane  rating)  ”. 

4.  By  striking  out  the  word  “and”  in 
paragraph  (b)  (5)  of  $  61.65  and  by  in¬ 
serting  a  new  paragraph  (b)  (7)  to  read 
as  follows: 

§  61.65  Airplane  operations:  flight  area 
limitations. 

*  «  «  «  * 

(b)  *  *  • 

(7)  Level  flight,  ttums,  climbs  and 
glides  by  referring  solely  to  flight  instru¬ 
ments;  and 

5.  By  adding  a  sentence  at  the  end  of 
S  61.65  reading  as  follows:  “The  instru¬ 
ment  flight  instruction  required  by  para¬ 
graph  (b)(7)  of  this  section  shall  be 
given  in  an  airplane  equipped  with  at 
least  a  sensitive  altimeter,  turn  and  bank 
indicator,  and  a  means  of  simulating  in¬ 
strument  flight.” 

6.  By  revising  paragraph  (a)  of 
§  61.177  to  read  as  follows: 

§  61.177  Limitations. 

(a)  A  flight  instructor  may  endorse 
the  certiflcate  of  a  student  pilot  for  solo 
or  solo  cross-country  flights  only  if  he 
determines  that  the  student  has  com¬ 
plied  with  §  61.63  or  §  61.65,  as  applica¬ 
ble,  and  is  otherwise  able  to  make  such 
flights.  He  may  endorse  the  certiflcate 
of  a  student  pilot  for  flight  in  a  different 
make  or  model  of  aircraft  only  if  he  de¬ 
termines  that  the  student  can  make  the 
flight  safely. 

The  amendment  is  proposed  under  the 
authority  of  sections  313(a) ,  601  and  602 
of  the  Federal  Aviation  Act  of  1958  (49 
UB.C.  1354(a).  1421  and  1422). 

Issued  in  Washington,  D.C.,  on  June 
14,  1963. 

O.  S.  Moose, 
Director, 

Flight  Standards  Service. 

[FJl.  Doc.  63-6621;  FUed,  June  20,  1963; 

8:48  am.] 


[14  CFR  Part  71  [New]  ] 

[Airspace  Docket  No.  63-CB-6] 

CONTROL  ZONES  AND  TRANSITION 
AREAS 

Proposed  Alteration  and  Designation 

Notice  is  hereby  given  that  the  Fed¬ 
eral  Aviation  Agency  is  considering 
amendments  to  Part  71  [New]  of  the 
Federal  Aviation  Regulations,  the  sub¬ 
stance  of  whi(fli  is  stated  below. 


The  following  controlled  airspace  is 
presently  designated  in  the  Battle  Creek/ 
Kalamazoo,  Mich.,  terminal  area: 

1.  The  Battle  Creek,  Mich.,  control 
zone  is  presently  designated  within  a 
5 -mile  radius  of  Kellogg  Field,  Battle 
Creek,  Mich,  (latitude  42n8'35"  N., 
longitude  85°14'55"  W.)  and  within  2 
miles  either  side  of  the  Battle  Creek 
VC^TAC  050°  True  radial  extending 
from  the  5-mile  radius  zone  to  12  miles 
northeast  of  the  VORTAC. 

2.  The  Kalamazoo,  Mich.,  control  zone 
is  presently  designated  within  a  5-mile 
radius  of  Kalamazoo  Airport  (latitude 
42°14'07''  N..  longitude  85°33'10"  W.) ; 
within  2  miles  either  side  of  the  Kala¬ 
mazoo  VOR  001°  True  radial  extending 
from  the  5-mile  radius  zone  to  8  miles 
north  of  the  VOR,  and  within  2  miles 
either  side  of  the  Kalamazoo  VOR  167° 
True  radial  extending  from  the  5 -mile 
radius  zone  to  8  miles  south  of  the  VOR 
from  0700  to  2300  hours,  local  time, 
daily. 

3.  The  portion  of  the  Battle  Creefe, 
Mich.,  control  area  extension  within  a 
35 -mile  radius  of  the  Battle  Creek 
VORTAC. 

4.  The  portion  of  the  Lansing,  Mich., 
control  area  extension  west,  north  and 
east  of  Lansing  boimded  on  the  east  by 
longitude  84°18'00"  W.,  on  the  south¬ 
west  by  V-2,  on  the  west  by  V-193,  and  on 
the  north  by  latitude  43°30'00"  N. 

5.  The  portion  of  the  Litchfleld,  Mich., 
control  area  extension  within  a  15-mile 
radius  of  the  LiUhfleld  VORTAC. 

6.  The  portion  of  the  Goshen,  Ind., 
control  area  extension  northeast  of  the 
Goshen  VOR  bounded  on  the  west  by 
V-277,  on  the  north  by  V-10,  on  the 
northeast  by  V-30,  and  on  the  south  by 
V-92. 

7.  The  portion  of  the  Chicago,  HI., 
control  area  extension  northeast  and  east 
of  Chicago  bounded  on  the  north  by  V- 
100  to  the  intersection  of  the  arc  of  a 
35-mile  radius  circle  centered  on  the 
Battle  Creek,  Mich.,  VORTAC  counter¬ 
clockwise  along  the  35-mile  radius  arp 
to  latitude  41°57'30"  N.,  longitude  85°- 
44'30"  W.  to  latitude  41°41'00"  N.,  longi¬ 
tude  85°49'40"  W. 

To  implement  the  provisions  of  CAR 
Amendments  60-21/60-29  in  the  greater 
Battle  Creek/Kalamazoo  terminal  area, 
the  Federal  Aviaticn  Agency  has  under 
consideration  the  following  airspace 
actions: 

1.  Alter  the  Battle  Creek  control  zone 
to  comprise  that  airspace  within  a  5-mile 
radius  of  Kellogg  Field,  Battle  CTreek, 
Mich,  (latitude  42°18'35"  N.,  longitude 
85°14'55"  W.) ;  within  2  miles  each  side 
of  the  Battte  Creek  VORTAC  050°  and 
215°  True  radials,  extending  from  the 
5-mile  radius  zone  to  8  miles  northeast 
and  southwest  of  the  VORTAC.  and  with¬ 
in  2  miles  each  side  of  the  Kellogg  Field 

localizer  southwest  course,  extend¬ 
ing  from  the  5-mile  radius  zone  to  5 
miles  southwest  of  the  approach*  end  of 
Runway  4. 

2.  Alter  the  Kalamazoo,  Mich.,  control 
zone  to  comprise  that  airspace  within  a 
5-mile  radius  of  the  Kalamazoo  Munici¬ 
pal  Airport  (latitude  42°14'07"  N.,  longi¬ 
tude  85°33'10"  W.) ;  within  2  miles  each 


side  of  the  Kalamazoo  VOR  001°,  167° 
and  229°  True  radials,  extending  from 
the  5-mile  radius  zone  to  7  miles  north, 
south  and  southwest  of  the  VOR;  within 
2  miles  each  side  of  the  Kalamazoo  ILS 
localizer  south  course,  extending  from 
the  5-mile  radius  zone  to  the  OM.  This 
control  zone  would  be  effective  from 
0700  to  2300  hours,  local  time,  daily. 

3.  Designate  the  Battle  Creek,  Mich., 
transition  area  to  comprise  that  airspace 
extending  upward  from  700  feet  above 
the  surface  within  a  12-mile  radius  of 
Kellogg  Field,  Battle  Creek,  Mich,  (lati¬ 
tude  42°18'35"  N.,  longitude  85°14'55" 
W.) ;  within  8  miles  northwest  and  5 
miles  southeast  of  the  Battle  Creek  ILS 
localizer  northeast  course,  extending 
from  the  12-mile,  radius  area  to  12  miles 
northeast  of  the  OM,  within  a  13-mile 
radius  of  the  Kalamazoo  Airport  (lati¬ 
tude  42°14'07"  N.,  longitude  85°33'10" 
W.),  within  a  4-mile  radius  of  Haines 
Field,  Three  Rivers,  Mich,  (latitude  41° - 
57'30”  N.,  longitude  85°35'30"  W.),  and 
within  8  miles  northwest  and  5  miles 
southeast  of  the  034°  True  bearing  from 
Haines  Field,  extending  from  Haines 
Field  to  12  miles  northeast  of  the  airport; 
and  that  airspace  extending  upward 
from  1,200  feet  above  the  surface 
boimded  on  the  north  by  latitude  42°38'- 
00"  N.,  on  the  east  by  longitude  84°50'- 
00"  W.,  on  the  south  by  latitude  41°40'- 
00"  N.,  on  ^e  southwest  by  a  line 
extending  from  latitude  41°40'00"  N., 
longitude  85°37'25"  W.,  to  latitude  42°- 
08'00"  N.,  longitude  86°00'00"  W.,  and 
on  the  west  by  longitude  86°00'00"  W. 

4.  Designate  the  Sturgis,  Mich.,  tran¬ 
sition  area  to  comprise  that  airspace  ex¬ 
tending  upward  from  700  feet  above  the 
surface  within  a  4-mile  radius  of  Kirsch 
Airport,  Sturgis,  Mich,  (latitude  41°48'- 
50"  N.,  longitude  85°26'10"  W.),  and 
within  8  miles  northwest  and  5  miles 
southeast  of  the  059°  True  bearing  from 
Kirsch  Airport,  extending  from  Kirsch 
Airport  to  12  miles  northeast  of  the  air¬ 
port. 

The  revocation  of  the  Battle  Creek, 
Lansing,  Litchfleld,  Goshen  and  Chicago 
control  area  extensions  which  currently 
coincide,  in  part,  with  the  transition 
areas  proposed  for  designation  herein 
will  be  processed  at  a  later  date  under 
the  CAR  Amendments  60-21/60-29  im¬ 
plementation  program  proposed  for  the 
Grand  Rapids,  Mich.,  South  Bend  and 
Fort  Wayne,  Ind.,  and  Toledo,  Ohio,  ter¬ 
minal  areas. 

The  floors  of  the  portions  of  the  Battle 
Creek,  Lansing,  Litchfleld,  Goshen  and 
Chicago  control  area  extensions  and  the 
floors  of  the  airway  segments  which 
would  lie  within  the  boundaries  of  the 
transition  areas  proposed  herein  would 
automatically  coincide  with  the  floors 
proposed  for  the  transition  areas. 

The  proposed  alteration  of  the' Battle 
Creek  control  zone  would  reduce  the 
length  of  the  existing  northeast  control 
zone  extension.  The  proposed  alteration 
of  the  Kalamazoo  contn^  zone  would 
reduce  the  length  of  the  existing  north 
control  zone  extensions  and  add  an  ex¬ 
tension  to  the  southwest.  The  southwest 
extension  would  provide  protection  for 
aircraft  executing  a  prescribed  VOR  in- 
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strument  approach  procedure  to  Rtmway 
5  at  Kalamazoo  Airport.  The  actions 
proposed  herein  to  designate  transition 
areas  at  Battle  Creek  and  Sturgis,  Mich., 
would  raise  the  floor  of  controlled  air¬ 
space  beyond  the  immediate  vicinity  of 
the  airports  located  at  the  aforemen¬ 
tioned  locations  from  700  to  1,200  feet 
and,  as  a  result,  would  ‘make  such  air¬ 
space  available  for  other  aeronautical 
purposes,  yet  sufficient  controlled  air¬ 
space  would  be  retained  to  provide  ade¬ 
quate  protection  for  aircraft  executing 
prescribed  instrument  holding,  arrival, 
and  departure  procedures  within  the 
greater  Battle  Creek/Kalamaaoo  termi¬ 
nal  area. 

Certain  minor  revisions  to  prescribed 
instrument  procedures  would  accompany 
the  actions  proposed  herein,  but  opera¬ 
tional  complexities  would  not  be  in¬ 
creased  nor  would  aircraft  performance 
characteristics  or  established  landing 
minlmums  be  adversely  affected.  Spe¬ 
cific  details  of  the  changes  to  procedures 
and  minimmn  instrument  flight  rules  al¬ 
titudes  that  would  be  required  may  be 
examined  by  contacting  the  Chief,  Air¬ 
space  Utilization  Branch,  Air  Traffic  Di¬ 
vision,  Central  Region,  Federal  Aviation 
Agency,  4825  Troost  Avenue,  Kansas  City 
10,  Mo. 

Interested  persons  may  submit  such 
written  data,  views  or  argiunents  as  they 
may  desire.  Communications  should  be 
submitted  in  triplfcate  to  the  Assistant 
Administrator,  Central  Region,  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avia¬ 
tion  Agency,  4825  Troost  Avenue,  Kansas 
City  10,  Mo.  All  communications  re¬ 
ceived  within  forty-flve  days  after  pub¬ 
lication  of  this  notice  in  the  Federal 
Register  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  contact¬ 
ing  the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division,  Federal  Aviation  Agency, 
Washington  25,  D.C.  Any  data,  views 
or  arguments  presented  during  such  con¬ 
ferences  must  also  be  submitted  in  writ¬ 
ing  in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency,  Room  A-103,  1711  New  York 
Avenue  NW.,  Washington  25,  D.C.  An 
informal  Docket  will  also  be  available 
for  examination  at  the  office  of  the  Re¬ 
gional  Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348). 

Issued  in  Washington,  D.C.,  on  June 
14,  1963. 

H.  B.  Helstrom, 
Acting  Chief, 

Airspace  Utilization  Division. 
[Fit.  Doc.  63-6516;  FUed.  June  20,  1963; 

8:46  a.m.] 


[14  CFR  Part  71  Mevil  1 

[Airspace  Docket  No.  63-CE-831 

CONTROL  ZONE,  CONTROL  AREA  EX¬ 
TENSION  AND  TRANSITION  AREA 

Proposed  Alteration,  Revocation  and 
Designation 

Notice  is  hereby  given  that  the  Federal 
Aviation  Agency  is  considering  amend¬ 
ments  to  Part  71  [New]  of  the  Federal 
Aviation  Regulations,  the  substance  of 
which  is  stated  below. 

The  Dickinson,  N.  Dak.,  control  zone  is 
presently  designated  within  a  5 -mile  ra¬ 
dius  of  Dickinson  Municipal  Airport; 
within  2  miles  either  side  of  the  Dickin¬ 
son  radio  range  north  course,  extending 
from  the  5-mile  radius  zone  to  10  miles 
north  of  the  radio  range,  and  within  2 
miles  either  side  of  the  Dickinson 
VORTAC  015®  True  radial,  extending 
from  thb  5-mile  radius  zone  to  10  miles 
north  of  the  VORTAC.  The  Dickinson 
control  area  extension  is  presently  desig¬ 
nated  within  a  15 -mile  radius  of  the  Dick¬ 
inson  VORTAC;  within  5  miles  either 
side  of  the  Dickinson  radio  range  north 
course,  extending  from  the  radio  range 
of  20  miles  north,  and  within  5  miles 
either  side  of  the  Dickinson  VORTAC 
015®  True  radial,  extending  from  the 
VORTAC  to  25  miles  northeast. 

The  FAA,  having  completed  a  compre¬ 
hensive  review  of  the  terminal  airspace 
structure  requirements  in  the  Dickinson 
area,  including  studies  attendmit  to  the 
implementation  of  the  provisions  of  CAR 
Amendments  60-21/60-29,  has  under 
consideration  the  following  airspace 
actions: 

1.  Alter  the  Dickinson  control  zone  to 
comprise  that  airspace  within  a  3 -mile 
radius  of  the  Dickinson  Municipal  Air¬ 
port  (latitude  46“47'45"  N.,  longitude 
102®48'00"  W.). 

2.  Revoke  the  Dickinson  control  area 
extension  and  designate  the  Dickinson 
transition  area  to  comprise  that  airspace 
extending  upward  from  700  feet  above 
the  surface  within  a  5-inile  rsulius  of  the 
Dickinson  Municipal  Airport,  and  within 
3  miles  west  and  1  mile  east  of  the  Dick¬ 
inson  VORTAC  002®  True  radial,  extend¬ 
ing  from  the  5-mile  radius  area  to  6 
miles  north  of  the  VORTAC;  that  air¬ 
space  extending  upward  from  1,200  feet 
above  the  surface  within  9  miles  west  and 
5  miles  east  of  the  Dickinson  VORTAC 
002*  and  182®  True  radials,  extending 
from  8  miles  south  to  11  miles  north  of 
the  VORTAC,  and  within  8  miles  west 
and  5  miles  east  of  the  Dickinson 
VORTAC  013®  and  193®  True  radials, 
extending  from  4  miles  south  to  13  miles 
north  of  the  VORTAC. 

The  floors  of  the  airways  which  tra¬ 
verse  the  transition  area  proposed  herein 
would  automatically  assume  a  floor  co¬ 
incident  with  the  floors  of  the  transition 
area. 

The  action  proposed  herein  to  alter  the 
Dickinson  control  zone  would  reduce  the 
over-all  size*  of  the  presently  designated 
control  zone  surrounding  the  Dickinson 
Municipal  Airport.  The  proposed  des¬ 


ignation  of  a  transition  area  at  Dickinson 
together  with  the  proposed  revocation 
of  the  existing  Dickinson  control  area 
extension  would  reduce  the  lateral  ex¬ 
tent  of,  and  raise  the  floor  of,  controlled 
airspace  beyond  the  immediate  vicinity  * 
of  the  Dickinson  Mimicipal  Airport  from 
700  to  1,200  feet.  The  portions  of  con¬ 
trolled  airspace  released  would  become 
available  for  other  aeronautical  purposes. 
The  portions  of  controlled  airspace  re¬ 
tained  would  provide  protection  for  air¬ 
craft  executing  prescribed  instrument 
holding,  arrival  and  departure  procedures 
within  the  Dickinson  terminal  area. 

Certain  minor  revisions  to  prescribed 
instrument  procedures  would  accompany 
the  actions  proposed  herein,  but  opera¬ 
tional  complexities  would  not  be  in¬ 
creased  nor  would  aircraft  performance 
characteristics  or  established  landing 
minimums  be  adversely  affected.  Spe¬ 
cific  details  of  the  changes  to  procedures 
and  minimum  instrument  ^ht  rules 
altitudes  that  would  be  required  may  be 
examined  by  contacting  the  Chief,  Air¬ 
space  Utilization  Branch,  Air  Traffic 
Division,  Central  Region,  Federal  Avia¬ 
tion  Agency,  4825  Troost  Avenue,  Kansas 
City  10,  Mo. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Central  Region,  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avia¬ 
tion  Agency,  4825  Troost  Avenue,  Kan¬ 
sas  City  10,  Mo.  All  communications 
received  within  forty-flve  days  after 
publication  of  this  notice  in  the  Federal 
Register  will  be  considered  before  action 
is  taken  on  the  proposed  amendment. 
No  public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  contact¬ 
ing  the  Regional  Air  Traffic  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division,  Federal  Aviation  Agency,  • 
Washington  25,  D.C.  Any  data,  views  or 
arguments  presented  during  such  con¬ 
ferences  must  also  be  submitted  in  writ¬ 
ing  in  accordance  with  this  notice  in  , 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency,  Room  A-103.  1711  New  York 
Avenue  NW.,  Washln^n  25,  D.C.  An 
informal  Docket  will  also  be  available  for 
examination  at  the  office  of  the  Regional 
Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C. 
1348) . 

Issued  in  Washington,  D.C.,  on  June 
14. 1963. 

H.  B.  Helstrom. 

Acting  Chief, 

Airspace  Utilization  Division. 

[P.R.  Doc.  63-6517;  Filed,  June  20,  1963; 

8:47  ajn.j 
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[14  CFR  Part  71  [New!  1 

[Airspace  Docket  No.  63-EA-211 

CONTROL  ZONE  AND  TRANSITION 
AREA 

Proposed  Alteration  and  Designation 

Notice  is  hereby  given  that  the  Federal 
Aviation  Agency  is  considering  amend¬ 
ments  to  Part  71  [New]  of  the  Federal 
Aviation  Agency,  the  substance  of  which 
is  stated  below. 

The  Chincoteague,  Va.,  control  zone  is 
presently  designated  within  a  5-mile 
radius  of  NASA  Wallops  Station  Air¬ 
port,  Chincoteague,  Va.  (latitude 
37'56'15"  N.,  longitude  75“28'15"  W.), 
and  within  2  miles  either  side  of  the 
Snow  Hill,  Md.,  VOR  181*  True  radial, 
extending  from  the  5 -mile  radius  zone 
to  the  VOR,  excluding  the  portion  within 
Rr-6604.  This  control  zone  is  effective 
from  0800  to  1700  hours,  local  time,  Mon¬ 
day  through  Friday,  excluding  Federal 
legal  holidays. 

The  FAA,  having  completed  a  compre¬ 
hensive  review  of  the  terminal  airspace 
structiire  requirements  in  the  Chinco¬ 
teague  terminal  area  as  a  result  of  the 
studies  ass(x:iated  with  the  implementa¬ 
tion  of  CAR  Amendments  60-21/60-29, 
has  under  consideration  the  following 
airspacie  actions: 

1.  Alter  the  Chincoteague  control  zone 
to  comprise  that  airspace  within  a  5-mile 
radius  of  NASA  Wallops  Station  Air¬ 
port,  Chincoteague,  Va.  (latitude 
37"56'15"  N.,  longitude  75*28'15"  W.) 
and  within  2  miles  each  side  of  the  Snow 
Hill,  Md.,  VOR  181“  True  radial,  extend¬ 
ing  from  the  5-mile  radius  zone  to  2.5 
miles  south  of  the  Snow  Hill  VOR,  ex¬ 
cluding  the  portion  within  R-6604.  This 
control  zone  would  continue  to  be  effec¬ 
tive  from  0800  to  1700  hours,  l(x:sd  time, 
Monday  through  Friday,  excluding  Fed¬ 
eral  legal  holidays. 

2.  Designate  the  Chincoteague  transi¬ 
tion  area  to  comprise  that  airspace  ex¬ 
tending  upward  from  700  feet  above  the 
surface  within  a  7-mile  radius  of  NASA 
Wallops  Station  Airport  (latitude  37'’56'- 
15"  N.,  longitude  75“28'15"  W.) ;  and 
that  airspace  extending  upward  from 
1,200  feet  above  the  surface  within  a  12- 
mile  radius  of  NASA  Wallops  Station 
Airport,  and.  the  area  extending  north¬ 
east  from  the  12-mile  radius  area 
bounded  on  the  northwest  by  the  south¬ 
east  boundary  of  V-139,  on  the  northeast 
by  the  Salisbury,  Md.,  VOR  114“  True 
radial,  and  on  the  southeast  by  a  line  3 
miles  southeast  of  and  parallel  to  the 
southeast  boundary  of  V-139.  The  por¬ 
tions  of  the  proposed  transition  area 
within  R-6604,-  and  overlying  interna¬ 
tional  waters  would  be  excluded. 

The  floors  of  the  airways  that  traverse 
the  transition  area  proposed  herein 
would  automatically  assume  a  floor  co¬ 
incident  with  the  floors  of  the  transition 
area. 

The  proposed  alteration  of  the  Chin¬ 
coteague  control  zone  would  reduce  the 
lateral  extent  of  the  control  zone  exten- 


PROPOSED  RULE  MAKING 

Sion  based  on  the  Snow  Hill  VOR  181“ 
True  radial  by  2.5  miles.  The  designa¬ 
tion  of  the  proposed  transition  area  at 
Chincoteague,  in  conjunction  with  con¬ 
trolled  airspace  provided  by  designated 
airways  in  the  vicinity  of  Chincoteague, 
would  provide  protection  for  aircraft  ex¬ 
ecuting  instrument  departure,  arrival 
and  holding  pattern  procedures  pre¬ 
scribed  for  the  NASA  Wallops  Station 
Airport  terminal  area. 

Certain  minor  revisions  to  prescribed 
instnunent  procedures  would  be  effected 
in  conjunction  with  the  actions  proposed 
herein,  but  operational  complexity  would 
not  be  introduced  nor  would  aircraft 
performance  or  present  landing  mini-  . 
mums  be  adversely  affected.  Speciflc 
details  of  the  changes  in  procedures  and 
minimum  instrument  flight  rules  alti¬ 
tudes  that  would  be  required  may  be 
examined  by  contacting  the  Chief,  Air¬ 
space  Utilization  Branch,  Air  Traffic  Di¬ 
vision,  Eastern  Region,  Federal  Aviation 
Agency,  Federal  Building,  New  York  In¬ 
ternational  Airport,  Jamaica  30,  New 
York. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Eastern  Region,  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avi¬ 
ation  Agency,  Federal  Building,  New 
York  International  Airport,  Jamaica  30, 
N.Y.  All  communications  received 
within  forty-five  days  after  publication 
of  this  notice  in  the  Federal  Register 
will  be  considered  before  action  is  taken 
on  the  proposed  amendment.  No  pub¬ 
lic  hearing  is  contemplated  at  this  time, 
but  arrangements  for  informal  confer¬ 
ences  with  Federal  Aviation  Agency  offi¬ 
cials  may  be  made  by  contacting  the  Re¬ 
gional  Air  Traffic  Division  Chief,  or  the 
Chief,  Airspace  Utilization  Division,  Fed¬ 
eral  Aviation  Agency,  Washington  25, 
D.C.  Any  data,  views  or  arguments 
presented  during  such  conferences  must 
also  be  submitted  in  writing  in  a(xx>rd- 
ance  with  this  notice  in  order  to  become 
part  of  the  record  for  consideration. 
The  proposal  contained  in  this  notice 
may  be  changed  in  the  light  of  comments 
received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency,  R(X)m  A-103,  1711  New  York 
Avenue  NW.,  Washington  25,  D.C.  An 
informal  Docket  will  also  be  available  for 
examination  at  the  office  of  the  Regional 
Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 
Act  of  1958  (72  Stat.  749;  49  U.S.C.  1348). 

Issued  in  Washington,  D.C.,  on  June 
14, 1963. 

H.  B.  Helstrom, 

Acting  Chief, 

Airspace  Utilization  Division. 

[FJR.  Doc.  63-6518;  Filed,  June  20,  1963; 

8:47  a.m.] 


[14  CFR  Part  71  [New]  ] 

[Airspace  Docket  No.  63-AIf-14] 

FEDERAL  AIRWAY,  ASSOCIATED 
CONTROL  AREAS  AND  REPORTING 

POINT 

Proposed  Alteration  and  Designation 

Notice  is  hereby  given  that  the  Fed¬ 
eral  Aviation  Agency  is  considering 
amendments  to  Part  71  [New]  of  the 
Federal  Aviation  Regulations,  the  sub¬ 
stance  of  which  is  stated  below. 

The  Federal  Aviation  Agency  is  com¬ 
missioning.  a  VOR  at  Tanana,  Alaska, 
(latitude  65“10'39"  N.,  longitude  152“- 
10'28"  W.)  on  or  about  September  27, 
1963.  The  Agency  has  under  considera¬ 
tion  the  designation  of  a  VOR  airway 
with  its  associated  control  areas  from 
Nenana,  Alaska*  to  Tanana,  and  from 
Tanana  to  Galena,  Alaska,  via  the  inter¬ 
section  of  the  Tanana  260“  and  the  Ga¬ 
lena  074“  True  radials  with  a  standard 
south  alternate.  The  proposed  airway 
and  its  south  alternate  between  Tanana 
and  Galena  would  be  expanded  to  an  11- 
mile-wide  airway  from  45  nautical  miles 
from  Tanana  to  45  nautical  miles  from 
Galena.  Tanana  would  be  designated  as 
a  reporting  point. 

The  proposed  designation  of  this  air¬ 
way  between  Nenana  and  Tanana  and 
Tanana  to  Galena  would  provide  a  route 
for  VOR-equipped  aircraft  operating  be¬ 
tween  these  terminals.  The  proposed 
south  alternate  between  Tanana  and 
Galena  would  provide  a  by-pass  route 
for  descending  or  climbing  traffic.  The 
expanded  width  of  the  airway  and  its 
south  alternate  between  Tanana  and 
Galena  would  provide  adequate  con¬ 
trolled  airspace  for  aircraft  operating 
along  the  airway  while  at  a  distance 
greater  than  45  nautical  miles  from 
either  facility. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Assistant 
Administrator,  Alaskan  Region,  Attn: 
Chief,  Air  Traffic  Division,  Federal  Avia¬ 
tion  Agency,  632  Sixth  Avenue,  Anchor¬ 
age,  Alaska.  All  communications  re¬ 
ceived  within  forty-flve  days  after  pub¬ 
lication  of  this  notice  in  the  Federal  Reg¬ 
ister  will  be  considered  before  action  is 
taken  on  the  proposed  amendment.  No 
public  hearing  is  contemplated  at  this 
time,  but  arrangements  for  informal 
conferences  with  Federal  Aviation 
Agency  officials  may  be  made  by  con¬ 
tacting  the  Regional  Air^Traffic  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division,  Federal  Aviation  Agency. 
Washin^n  25,  D.C.  Any  data,  views 
or  arguments  presented  during,  such  con¬ 
ferences  must  also  be  submitted  in  writ¬ 
ing  in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 


t 


! 


/ 


t 


Friday,  June  Zl,  1963 

Docket  Section,  Federal  Aviation  Agency, 
Boom  A-103, 1711  New  York  Avenue  NW., 
Washington  25,  D.C.  An  informal 
Docket  will  also  be  available  for  exami> 
nation  at  the  office  of  Uie  Regional  Air 
Traffic  Division  Chief. 

This  amendment  is  proposed  under 
sections  307(a),  and  1110,  72  Stat.  749 
and  800;  49  U.S.C.  1348  and  1510,  and 
Executive  Order  10854,  24  P.R.  9565, 

Issued  in  Washington,  D.C.,  on  June 
14,  1963. 

H.  B.  Helsi'rom, 
Acting  Chief, 

Airspace  Utilization  Division. 

[F.R.  Doc.  63-6519;  FUed,  June  20,  1963; 
8:47  am.] 


[14  CFR  Part  73  ENewl  1 

[Airspace  Docket  No.  63-EA-17] 

RESTRICTED  AREA 
Proposed  Alteration 

Notice  is  hereby  given  that  the  Fed¬ 
eral  Aviation  Agency  is  considering  an 
amendment  to  S  73.39  of  the  Federal 
Aviation  Regulations,  the  substance  of 
which  Is  stated  below. 

The  Department  of  the  Air  Force  has 
advised  of  a  change  in  their  activities  in 
Restricted  Area,  R-3901  DeBlois,  Maine, 
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and,  as  a  result  thereof,  a  change  in  their 
requirements  for  restricted  airspace. 
This  area,  previously  used  by  the  Stra¬ 
tegic  Air  Command  for  visual  bombing, 
is  now  required  by  the  102  and  104  TAC 
Fighter  Groups  of  the  Massachusetts 
Air  National  Guard  for  dive  bombing, 
skip  bombing,  strafing  and  rocketry  and 
would  be  used  on  weekends  as  well  as 
weekdays.  The  Air  Force  has,  there¬ 
fore,  proposed  that  the  area  be  amended 
as  follows : 

1.  The  designated  altitudes  be  changed 
from  “Surface  to  flight  level  390“  to 
“Surface  to  15,000  feet  MSL.“ 

2.  The  time  of  designation  be  changed 
from  “0800  to  2200  e.s.t.  Monday  through 
Friday;  0800  to  1300  e.s.t.  Saturday”  to 
“Sunri^  to  sunset.” 

3.  The  using  agency  be  changed  from 
“Commander  Dow  AFB,  Maine”  to  “102 
TAC  Fighter  Wing,  Massachusetts  Air 
National  Guard,  Boston  28,  Mass.”. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  trMicate  to  the  Assistant 
Administrator, /^^stern  Region,  Attn: 
Chief,  Air  Traffic  Division,  Federal 
Aviation  Agency,  Federal  Building,  New 
York  International  Airport,  Jamaica  30, 
N.Y.  All  communications  received  with¬ 
in  forty-flve  days  after  publication  of 
this  notice  in  the  Federal  Register  will 
be  considered  before  action  is  taken  on 
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the  proposed  amendment.  No  public 
hearing  is  contemplated  at  this  time, 
but  arrangements  for  informal  confer¬ 
ences  with  Federal  Aviation  Agency  offi¬ 
cials  may  be  made  by  contacting  the 
Regional  Air  Traffic  Division  Chief,  or 
the  Chief,  Airspace  Utilization  Division, 
P^eral  Aviation  Agency,  Washington 
25,  D.C.  Any  data,  views  or  arguments 
presented  during  such  conferences  must 
also  be  submitted  in^writing  in  accord¬ 
ance  with  this  notice  in  order  to  become 
part  of  the  record  for  consideration. 
TTie  proposal  contained  in  this  notice 
may  ^  changed  in  the  light  of  comments 
received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons 
at  the  Docket  Section,  Federal  Aviation 
Agency,  Room  A-li)3,  1711  New  York 
Avenue  NW.,  Washington  25,  D.C.  An 
informal  Docket  will  also  be  available 
for  examination  at  the  office  of  the  Re¬ 
gional  Air  Traffic  Division  Chief. 

This  amendment  is  proposed  under 
section  307(a)  of  the  Federal  Aviation 

Act  of  1958  (72  Stat.  749;  49  UB.C.  1348) . 

• 

Issued  in  Washington,  D.C.,  on  June 
14, 1963. 

H.  B.  Helstrom, 

Acting  Chief, 

Airspace  Utilization  Division. 

[F.R.  Doc.  63-6520;  Filed,  June  20,  1963; 

8:48  a.m.] 
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DEPARTMENT  OF  THE  INTERIOR 

Office  of  the  Secretary 

[Order  No.  2874] 

SAN  CARLOS  INDIAN  RESERVATION, 
ARIZONA 

Order  for  Restoration  of  Mineral,  Oil 
and  Gas  Resources  in  Certain  Lands 
June  17.  1963. 

Whereas,  pursuant  to  the  provisions 
of  the  Act  of  June  10.  1896  (29  Stat.  321. 
360).  the  lands  described  in  the  Agree¬ 
ment  With  the  Indians  of  the  San  Carlos 
Indian  Reservation  in  Arizona  dated 
February  25.  1896  (29  Stat.  358).  com¬ 
monly  known  as  the  San  Carlos  Mineral 
Strip  and  comprising  approximately 
232.320  acres,  were  opened  to  occupa¬ 
tion.  location  and  purchase  under  the 
provisions  of  the  mineral  land  laws  of 
the  United  States  with  the  net  proceeds 
from  such  disposal  to  be  deposited  to 
the  credit  of  the  San  Carlos  Apache 
Tribe,  and 

Whereas,  there  are  now  remaining  un¬ 
disposed  of  within  this  area  subsiurface 
interests  which  may  be  valuable  to  the 
Indians  of  said  reservation,  and 

Whereas,  the  San  Carlos  Tribal  Coun¬ 
cil  has  petitioned  the  Secretary  to  re¬ 
store  to  tribal  ownership  all  such  undis¬ 
posed  of  subsurface  interests,  and  the 
Superintendent  of  the  San  Carlos  Indian 
Agency  and  the  Commissioner  of  Indian 
Affairs  have  r^ommended  that  the  pe¬ 
tition  be  granted,  and 

Whereas,  a  public  hearing  on  the  ap¬ 
plication  of  the  San  Carlos  Indian  Tribe 
for  a  restoration  of  the  land  in  the  San 
Carlos  Mineral  Strip  was  held  In  Globe. 
Arizona.  February  10-12.  1960  and  the 
transcript  of  this  hearing  and  evidence 
submitted  therein  have  been  duly  con¬ 
sidered; 

Section  1.  Now.  Therefore,  by  virtue 
of  the  authority  vested  in  the  Secretary 
of  the  Interior  by  sections  3  and  7  of  the 
act  of  June  18.  1934  (48  Stat.  984).  I 
hereby  find  that  restoration  to  the  San 
Carlos  Apache  Indian  Tribe  of  the  min¬ 
eral.  oil  and  gas  resources  in  all  of  the 
following  described  lands  will  be  in  the 
public  interest,  and  the  right,  title  and 
interest  in  and  to  all  minerals,  oil  and 
gas  resources  in  said  lands  are  hereby 
restored  to  tribal  ownership  for  the  use 
and  benefit  of  the  San  Carlos  Apache 
Tribe  of  Indians,  and  are  added  to  and 
made  a  part  of  the  existing  reservation. 
’Subject  to  any  valid  existing  rights: 

All  those  lands  within  the  area  comprising 
the  aforesaid  San  Carlos  Mineral  Strip  as 
described  In  Article  1  of  the  aforementioned 
agreement  dated  February  25,  1896  and  rati¬ 
fied  by  the  act  of  June  10,  1896  (29  Stat.  321, 
358),  and  as  shown  on  the  plats  on  file  In 
the  Bureau  of  Land  Management. 

This  order  shall  not  apply  to  any  pat¬ 
ented  lands  or  any  interest  in  any 
patented  lands  (including  subsurface 
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interests  in  such  lands)  located  within 
the  Mineral  Strip. 

Sec.  2.  This  order  shall  become  ef¬ 
fective  immediately  upon  the  adoption 
by  the  San  Carlos  Apache  Tribe  of  a 
resolution  providing-  that  operations 
under  any  lease  of  or  permit  to  the  min¬ 
eral,  oil  or  gas  resources  in  the  lands 
within  the  Coronado  National  Forest 
sha4  be  subject  to  such  administrative 
supervision  by  the  Secretary  of  Agricul¬ 
ture  as  is  reasonably  necessary  to  pre¬ 
vent  serious  injury  to  the  surface 
resources  of  the  land  in  the  Coronado 
National  Forest,  to  the  extent  that  such 
supervision  does  not  prohibit  the  use  of 
the  surface,  under  accepted  engineering 
or  mining  standards,  for  installation  of 
mining  equipment  or  machinery,  build¬ 
ing  and  maintaining  roadways,  free 
ingress  and  egress  for  mining  and  re¬ 
moval  of  subsiirface  resources  to  market, 
and  the  mining  and  removal  of  subsur¬ 
face  resources,  including  the  sinking  of 
shafts,  driving  tunnels  or  other  stand¬ 
ard  mining  methods,  except  that  strip 
or  hydraulic  mining  shall  be  permitted 
only  if,  and  under  conditions,  approved 
by  the  Secretary  of  Agriculture:  Pro¬ 
vided.  ’That  such  resolution  is  adopted 
within  three  (3)  months  after  the  date 
of  publication  of  this  order  in  the  Fed¬ 
eral  Register. 

James  K.  Carr, 
Under  Secretary  of  the  Interior. 

[PJl.  Doc.  63-6547;  FUed,  June  20,  1963; 
8:54  am.] 


DEPARTMENT  OF  THE  TREASURY 

Bureau  of  Customs 

[TD.  65921] 

BUNGE  CORP. 

Notice  of  Qualification  as  Citizen  of 
United  States 

June  18, 1963. 

This  is  to  give  notice  that  pursuant  to 
§  3.21,  Customs  Regulations,  issued  un¬ 
der  the  provisions  of  section  27A  of  the 
Merchant  Marine  Act,  1920,  as  amended 
by  Uie  Act  of  September  2,  1958  (46 
U.S.C.  883-1),  the  Bunge  Corporation  of 
One  Chase  Manhattan  Plaza,  New  York 
5,  New  York,  incorporated  under  the  laws 
of  the  State  of  New  York,  did  on  May  21, 
1963,  file  with  the  Commissioner  of  Chis- 
toms,  in  duplicate,  an  oath  for  qualifi¬ 
cation  of  a  corporation  as  a  citizen  of  the 
United  States  following  the  form  of  oath 
prescribed  in  customs  Form  1260. 

The  oath  shows  that: 

(a)  A  majority  of  the  officers  and  di¬ 
rectors  of  the  corporation  are  citizens 
of  the  United  States  (list  of  names,  home 
addresses,  and  citizenship  attached  to  the 
oath) ; 

(b)  Not  less  than  90  percent  of  the 
employees  of  the  corporation  are  resi¬ 
dents  of  the  United  States; 


(c)  The  corporation  is  engaged  pri¬ 
marily  in  a'  manufacturing  or  mineral 
industry  in  the  United  States,  or  in  a 
Territory,  District,  or  possession  tJaereof ; 

(d)  The  aggregate  book  value  of  the 
vessels  owned  by  the  corporation  does 
not  exceed  10  percent  of  the  aggregate 
book  value  of  the  assets  of  the  corpora¬ 
tion;  and 

(e)  The  corporation  purchases  or  pro¬ 
duces  in  the  United  States,  its  Territories 
or  possessions  not  less  than  75  percent  of 
the  raw  materials  used  or  sold  in  its 
operations. 

The  Commissioner  of  Chistoms,  having 
foimd  this  oath  to  be  in  compliance  with 
the  law  and  regulations,  on  May  31, 1963, 
Issued  to  the  Bunge  Corporation  a  cer¬ 
tificate  of  compliance  on  customs  Form 
1262  as  provided  in  §  3.21  (i)  of  the  regu¬ 
lations.  The  certificate  and  any  author¬ 
ization  granted  thereunder  will  expire 
three  years  from  the  date  thereof  unless 
there  first  occurs  a  change  in  the  cor¬ 
porate  'status  requiring  a  report  under 
§  3.21(h)  of  the  regulations. 

[seal]  D.  B.  Strubinger. 

Acting  Commissioner  of  Customs. 

[F.R.  Doc.  63-6540;  Filed,  June  20,  1963; 

8:53  am.] 


Office  of  the  Secretary 

[AA  643.3-Cl_ 

STEEL  WIRE  MESH  FROM  FRANCE 
Fair  Value  Determination 

June  17, 1963. 

A  complaint  was  received  that  steel 
wire  mesh  from  France  was  being  sold 
in  the  United  States  at  less  than  fair 
value  within  the  meaning  of  the  Anti¬ 
dumping  Act  of  1921. 

I  hereby  determine  that  steel  wire 
mesh  from  Prance  is  not  being,  nor  likely 
to  be,  sold  at  less  than  fair  value  within 
the  meaning  of  sectiop  201(a)  of  the 
Antidumping  Act,  1921,  as  amended  (19 
U.S.C.  160(a)). 

Statement  of  reasons.  During  1962, 
more  than  95  percent  of  the  French  wire 
mesh  imported  into  the  United  States 
was  produced  by  one  firm.  This  deter¬ 
mination  was  made  on  the  basis  of  the 
sales  of  this  producer.  Purchasers  in  the 
United  States  are  not  related  to  the 
producer.  Purchase  price  in  the  United 
States  was  determined  by  deducting  from 
the  f.o.b.  Antwerp  selling  price  the 
amount  included  for  f.o.b.  charges  to 
arrive  at  an  ex-mill  price. 

Sales  in  the  home  market  in  France 
of  wire  mesh  in  rolls  in  sizes  comparable 
to  those  sold  to  the  United  States  were 
sufficient  to  form  a  basis  for  a  fair  value 
comparison.  The  weighted-average  ex¬ 
mill  selling  price  for  home  consumption 
in  France,  less  the  selling  commission 
differential,  less  certain  production  cost 
differentials,  plus  an  amount  to  reflect 
the  additional  cost  of  metal  used  in  the 
production  of  the  heavier  gauge  wire 
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mesh  sold  to  the  United  States  yields  an 
adjusted  home  market  price  which  is 
lower  than  the  purchase  price  in  the 
United  States. 

This  determination  and  the  statement 
of  reasons  therefor  are  published  pur¬ 
suant  to  section  201  (c>  of  the  Antidump¬ 
ing  Act,  1921,  as  amended  (19  U.S.C. 
160(c)). 

[SEAL]  James  A.  Reed, 

Assistant  Secretary  of  the  Treasury. 

[F.R.  Doc.  63-6541:  Filed,  June  20,  1963; 
8:53  am.] 


PLASTIC  BADMINTON  SHUTTLECOCKS 
FROM  UNITED  KINGDOM 

Fair  Value  Determination 

June  17,  1963. 

A  complaint  was  received  that  plastic 
badminton  shuttlecocks  from  the  United 
Kingdom  were  being  sold  in  the  United 
States  at  less  than  fair  value  within  the 
meaning  of  the  Antidumping  Act  of  1921. 

I  hereby  determine  that  plastic  bad¬ 
minton  shuttlecocks  from  the  United 
Kingdom  are  not  being,  nor  likely  to  be, 
sold  in  the  United  States  at  less  than 
fair  value  within  the  meaning  of  section 
201(a)  of  the  Antidumping  Act,  1921,  as 
amended  (19  U.S.C.  160(a) ). 

Statement  of  reasons^  During  the  pe¬ 
riod  under  consideration  there  was  only 
one  firm  in  the  United  Kingdom  making 
sales  of  plastic  badminton  shuttlecocks 
to  the  United  States.  All  sales  by  this 
hrm,  whether  for  home  consumption  in 
the  United  Kingdom  or  for  exportation, 
are  made  pursuant  to  one  price  list.  The 
terms  of  Uiis  price  list  are  f.o.b.  London, 
packing  Included,  with  a  3  percent  cash 
discount  available  to  all  purchasers. 
Packing  costs  are  identical  in  all  mar¬ 
kets. 

All  sales  to  the  United  States  are  made 
to  unrelated  purchasers.  There  are  no 
selling  commissions  involved  in  the  sales 
in  any  market.  The  piuchase  price  as 
represented  by  the  f.o.b.  London,  packed 
price,  less  3  percent  cash  discount  is  not 
t  lower  than  either  the  price  for  home  con¬ 
sumption  in  the  United  Kingdom  or  the 
price  to  third  countries.  AU  prices  for 
like  quantities  are  identical. 

This  determination  and  the  statement 
of  reasons  therefor  are  published  pur¬ 
suant  to  section  201(c)  of  the  Anti¬ 
dumping  Act,  1921,  as  amended  (19 
U.S.C.  160(c)). 

[seal]  Jabces  a.  Reed, 

Assistant  Secretary  of  the  Treasury. 

[F.R.  Doc.  63-6542;  Filed,  June  20,  1963; 

8:53  a.m.] 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 

CONDUCT  OF  REFERENDA  REGARD¬ 
ING  MARKETING  ORDERS  FOR 
FRUITS,  VEGETABLES,  AND  TREE 
NUTS 

Procedure 

Procedure  for  the  conduct  of  referenda 
in  connection  with  marketing  orders  for 


fruits,  vegetables,  and  tree  nuts  pursuant 
to  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended. 

Referenda  for  the  purpose  of  ascer¬ 
taining  whether  the  issuance  by  the  Sec¬ 
retary  of  Agriculture  of  a  marketing 
order,  or  amendment  thereto,  to  regulate 
the  handling  of  any  fruit,  vegetable,  or 
tree  nut,  or  product  thereof,  or  the  con¬ 
tinuance  or  termination  of  such  an  order, 
is  approved  or  favored  by  producers  or 
processors  shall,  unless  supplemented  or 
modified  by  the  Secretary,  be  conducted 
in  accordance  with  the  following  pro¬ 
cedure,  which  replaces  the  procedure  for 
conducting  similar  referenda  (15  P.R. 
5176)  issued  August  7. 1950; 

(а)  Definitions.  For  the  purpose  of 
this  referenda  procedure: 

(1)  “Act”  means  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (48  Stat.  31,  as  amended;  7 
U.S.C.  601-674) . 

(2)  “Secretary”  means  the  Secretary 
of  Agriculture  of  the  United  States  or 
any  oflBcer  or  employee  of  the  United 
States  Department  of  iWriculture  au¬ 
thorized  to  act  in  his  stead. 

(3)  “Administrator”  means  the  Ad¬ 
ministrator  of  the  Agricultural  Market¬ 
ing  Service,  or  any  ofiBcer  or  employee  of 
such  Service  authorized  to  act  in  his 
stead. 

(4)  “Order”  means  the  marketing 
order  or  amendment  to  a  marketing 
order  on  which  the  referendum  is  being 
conducted. 

(5)  “Referendum  agent”  means  the 
individual  or  individuals  designated  by 
the  Secretary  to  conduct  the  referendum. 

(б)  “Representative  period”  means 
the  period  designated  by  the  Secretary 
pursuant  to  section  608c  of  the  act. 

(7)  “Person”  means  any  individual, 
partnership,  corporation,  association,  or 
other  business  unit.  .  For  the  purpose  of 
this  definition,  the  term  “partnership” 
includes  (i)  a  husband  and  wife  who 
have  title  to,  or  leasehold  interest  in, 
land  as  tenants  in  common,  joint  tenants, 
tenants  by  the  entirety,  or,  under  com¬ 
munity  property  laws,  as  community 
property,  and  (ii)  so-called  “joint  ven¬ 
tures,”  wherein  one  or  more  parties  to 
the  agreement,  informal  or  otherwise, 
contributed  capital  and  others  contribute 
labor,  management,  equipment,  or  other 
services,  or  any  variation  of  such  con¬ 
tributions  by  two  or  more  parties,  so  that 
it  results  in  the  growing  of  the  com¬ 
modity  for  market  and  the  authority  to 
transfer  title  to  the  commodity  so  pro¬ 
duced. 

(8)  “Producer”  means  any  person  de¬ 
fined  as  a  producer  in  th& order  who:  (i) 
Owns  and  farms  land,  resulting  in  his 
ownership  of  the  commodity  produced 
thereon;  (ii)  rents  and  farms  land,  re¬ 
sulting  in  his  ownership  of  all  or  a  por¬ 
tion  of  the  commodity  produced  thereon; 
or  (iii)  owns  land  which  he  does  not 
farm  and,  as  rental  for  such  land,  obtains 
the  ownership  of  a  portion  of  the  com¬ 
modity  produced  thereon.  Ownership  of, 
or  leasehold  interest  in,  land  and  the  ac¬ 
quisition,  in  any  manner  other  than  as 
hereinbefore  set  forth,  of  legrl  title  to 
the  commodity  grown  thereon  shall  not 
be  deemed  to  result  in  such  owners  or 
lessees  becoming  producers. 


(b)  Voting.  (1)  Each  person  who  is 
a  producer,  as  defined  herein,  at  the  time 
of  the  referendum  and  who  also  was  a 
producer  during  the  representative  pe¬ 
riod  determined  by  the  Secretary,  shall 
be  entitled  to  only  one  vote  in  the  refer¬ 
endum,  except  that:  (i)  In  a  landlord- 
tenant  relationship,  wherein  each  of  the 
parties  is  a  producer,  each  such  producer 
shall  be  entitled  to  one  vote  in  the  refer¬ 
endum;  and  (ii)  a  cooperative  associa¬ 
tion  of  producers,  bona  fide  engaged  in 
marketing  the  commodity  or  product 
thereof  proposed  to  be  regulated,  or  in 
rendering  services  for  or  advancing  the 
interest  of  the  producers  of  such  com-  - 
modity  or  product,  may,  if  it  elects  to  do 
so.  vote,  both  by  number  and  total  vol¬ 
ume,  for  the  producers  who  are  members 
of,  stockholders  in,  or  under  contract 
with  such  association. 

(2)  Whenever,  as  required  by  the  act, 
processors  vote  on  the  issuance  of  an 
order,  each  processor  who  is  engaged  in 
canning  or  freezing  within  the  produc¬ 
tion  area  of  the  commodity  covered  by 
the  order  shall  be  entitled  to  vote  in  the 
referendum  the  quantity  of  such  com¬ 
modity  canned  or  frozen  within  the  pro¬ 
duction  area  for  market  by  him  during 
the  representative  period  determined  by 
the  S^retary. 

(3)  Proxy  voting  is  not  authorized  but 
an  officer  or  employee  of  a  corporate  pro¬ 
ducer,  processor  or  cooperative  associa¬ 
tion.  or  an  administrator,  executor  or 
trustee  of  a  producing  estate  may  cast  a 
ballot  on  behalf  of  such  producer,  proc¬ 
essor,  estate,  or  cooperative  association. 
Any  individual  so  voting  in  a  referendum 
shall  certify  that  he  is  an  officer  or  em¬ 
ployee  of  the  producer,  processor,  or  co¬ 
operative  association,  or  an  administra¬ 
tor,  executor,  or  trustee  of  a  producing 
estate,  and  that  he  has  the  authority  to 
take  such  action.  Upon  request  of  the 
referendum  agent,  the  individual  shall 
submit  adequate  evidence  of  such  au¬ 
thority. 

(c)  Instructions.  The  referendum 
agent  shall  conduct  the  referendum,  in 
the  manner  herein  provided,  under  su¬ 
pervision  of  the  Administrator.  The 
Administrator  may  prescribe  additional 
instructions,  not  inconsistent  with  the 
provisions  hereof,  to  govern  the  proce¬ 
dure  to  be  followed  by  the  referendum 
agent.  Such  agent  shall: 

(1)  Determine  the  time  of  commence¬ 
ment  and  termination  of  the  period  of 
the  referendiim,  and  the  time  prior  to 
which  all  ballots  must  be  cast. 

(2)  Determine  whether  ballots  may  be 
cast  by  mail,  at  polling  places,  at  meet¬ 
ings  of  producers  or  processors,  or  by 
any  combination  of  the  foregoing. 

(3)  Provide  ballots  and  related  mate¬ 
rial  to  be  used  in  the  referendum.  Bal¬ 
lot  material  shall  provide  for  recording 
essential  information  for  ascertaining  (i) 
whether  the  person  voting,  or  on  whose 
behalf  the  vote  is  cast,*  is  an  eligible 
voter,  and  (ii)  the  total  volume  (a)  pro¬ 
duced  for  market  during  the  representa¬ 
tive  period,  or  (b)  canned  or  frozen  for 
market  during  the  representative  period. 

(4)  Give  reasonable  advance  notice  of 
the  referendum  (i)  by  utilizing  without 
advertising  expense  available  media  of 
public  information  (including,  but  not 
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being  limited  to,  press  and  radio  facili¬ 
ties)  serving  the  production  area,  an¬ 
nouncing  the  dates,  places,  or  methods 
of  voting,  eligibility  requirements,  and 
other  pertinent  information,  and  (ii)  by 
such  other  means  as  said  agent  may 
deem  advisable. 

(5)  Make  available  to  producers  and 
the  aforesaid  cooperative  associations 
which  indicate  to  the  agent  their  inten¬ 
tions  to  vote,  and  to  processors  when 
required,  instructions  on  voting,  appro¬ 
priate  ballot  and  certification  forms,  and, 
except  in  the  case  of  a  referendum  on' 
the  termination  or  continuance  of  an 
order,  the  text  of  the  proposed  order  and 
a  siunmary  of  its  terms  and  conditions: 
Provided,  That  no  person  who  claims  to 
be  qualified  to  vote  shall  be  refused  a 
ballot. 

(6)  If  ballots  are  to  be  cast  by  mail, 
cause  all  the  material  specified  in  para¬ 
graph  (c)  (5)  hereof  to  be  mailed  to  each 
producer  (and  processor  when  required) 
whose  name  and  address  is  known  to  the 
referendum  sigent. 

(7)  If  ballots  are  to  be  cast  at  polling 
places  or  meetings,  determine  the  nec¬ 
essary  number  of  polling  or  meeting 
places,  designate  them,  announce  the 
time  of  each  meeting  or  the  hours  dur¬ 
ing  which  each  polling  place  will  be  open, 
provide  the  material  specified  in  para¬ 
graph  (c)(5),  and  provide  for  appro¬ 
priate  custody  of  ballot  forms  and  de¬ 
livery  to  the  referendum  agent  of  ballots 
cast. 

(8)  At  the  conclusion  of  the  referen¬ 
dum,  canvass  the  ballots,  tabulate  the 
results,  and,  except  as  otherwise  directed, 
report  the  outcome  to  the  Administrator 
and  promptly  thereafter  submit  the  fol¬ 
lowing: 

(i)  All  ballots  received  by  the  agent 
and  appointees,  together  with  a  certifi¬ 
cate  to  the  effect  that  the  ballots  for¬ 
warded  are  all  of  the  ballots  cast  and 
received  by  such  persons  during  the  ref¬ 
erendum  period: 

(ii)  A  list  of  all  challenged  ballots 
deemed  to  be  invalid;  and 

(iii)  A  tabulation  of  the  results  of  the 
referendum  and  a  report  thereon,  includ¬ 
ing  a  detailed  statement  explaining  the 
method  used  in  giving  publicity  to  the 
referendum  and  showing  other  informa¬ 
tion  pertinent  to  the  manner  in  which 
the  referendum  was  conducted. 

(d)  S  ub  ag  ent  s.  The  referendum 
agent  may  appoint  any  person  or  persons 
deemed  necessary  or  desirable  to  assist 
said  agent  in  performing  his  functions 
hereunder.  Each  person  so  appointed 
may  be  authorized  by  said  agent  to  per¬ 
form,  in  accordance  with  the  require¬ 
ments  herein  set  forth,  any  or  all  of  the 
following  functions  (which,  in  the  ab¬ 
sence  of  such  appointment,  shall  be  per¬ 
formed  by  said  agent) : 

(1)  Give  public  notice  of  tlie  referen¬ 
dum  in  the  manner  specified  herein; 

(2)  Preside  at  a  meeting  where  ballots 
are  to  be  cast  or  as  poll  ofiBcer  at  a  polling 
place; 

(3)  Distribute  ballots  and  the  afore¬ 
said  texts  to  producers  (and  to  proc¬ 
essors  when  required)  and  receive  any 
ballots  which  are  cast;  and 

(4)  Record  the  name  and  address  of 
each  person  receiving  a  ballot  from,  or 
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casting  a  baUot  with,  said  subagent  and 
inquire  into  the  eligibility  of  such  person 
to  vote  in  the  referendum. 

(e)  Ballots.  The  referendum  agent 
and  his  appointees  shall  accept  all  bal¬ 
lots  ceust;  but,  should  they,  or  any  of 
them,  deem  that  a  ballot  should  be  chal¬ 
lenged  for  any  reason,  said  agent  or  ap¬ 
pointee  shall  endorse  above  his  signa¬ 
ture,  on  said  ballot,  a  statement  to  the 
effect  that  such  ballot  was  challenged, 
by  whom  challenged,  the  reasons  there¬ 
for,  the  results  of  any  investigations 
made  with  respect  thereto,  and  the  dis¬ 
position  thereof.  Invalid  ballots  shall 
not  be  counted. 

(f)  Referendum  report.  Except  as 
otherwise  directed,  the  Administrator 
shall  prepare  and  submit  to  the  Secre¬ 
tary  a  report  on  results  of  the  referen¬ 
dum,  the  manner  in  which  it  was  con¬ 
ducted,  the  extent  and  kind  of  public 
notice  given,  and  other  information 
pertinent  to  analysis  of  the  referendum 
and  its  results. 

(g)  Ballots  confidential.  All  ballots 
and  the  contents  thereof  shall  be  treated 
as  confidential  and  shall  not  be  divulged 
except  to  other  officials  of  the  Depart¬ 
ment  or  as  the  Secretary  may  direct. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  X7.S.C. 
601-674) 

Dated:  Jime  18, 1963. 

John  P.  Dttncan,  Jr., 
Assistant  Secretary. 

[PJR.  Doc.  63-6654;  Piled,  J\me  20,  1963; 

8:56  ajn.] 


Commodity  Credit  Corporation 

CHAIRMEN.  OF  AGRICULTURAL  STA¬ 
BILIZATION  AND  CONSERVATION 
COUNTY  COMMITTEES  ET  AL. 

Delegation  of  Authority  as  Contracting 
Officers 

Pursuant  to  authority  vested  in  the 
Executive  Vice  President,  Commodity 
Credit  Corporation,  by  the  bylaws  of  the 
Corporation,  the  respective  chairmen  or, 
in  their  absence,  the  acting  chairmen  of 
the  Agricultural  Stabilization  and  Con¬ 
servation  county  committees  in  the  cot¬ 
ton-producing  States,  or  if  so  designated 
by  such  Agricultural  Stabilization  and 
Conservation  county  committees  the 
Agricultural  Stabilization  and  Conserva¬ 
tion  Service  county  office  managers,  are 
hereby  appointed  contracting  officers  of 
Commodity  Credit  Corporation  with  au¬ 
thority  to  execute,  in  the  name  of  the 
Corporation,  contracts,  agreements,  or 
other  documents  relating  to  the  pur¬ 
chase,  transportation,  handling,  and 
storage  of  cottonseed  prior  to  the  de¬ 
livery  of  such  cottonseed  to  a  cottonseed 
crusher  or  an  approved  storage  facility 
under  the  1963  and  subsequent  crop  cot¬ 
tonseed  purchase  programs  formulated 
by  Commodity  Credit  Corporation  .and 
the  Agricultural  Stabilization  and  Con¬ 
servation  Service. 

The  foregoing  authority  as  contracting 
officers  shall  be  exercised  in  accordance 
with  instructions  issued  by  the  appro¬ 
priate  Vice  President  of  Commodity 
Credit  Corporation,  which  shall  be  avail¬ 


able  for  public  inspection  in  the  files  of 
the  Agricultural  Stabilization  and  Con¬ 
servation  Service  county  offices  in  the 
respective  cotton-producing  States. 

Date  of  signature:  June  18,  1963. 

Effective  date  of  authority:  upon  pub¬ 
lication  in  the  Federal  Register. 

H.  D.  Godfrey, 
Executive  Vice  President, 
Commodity  Credit  Corporation. 

{P.R.  Doc.  63-6565;  FUed,  June  20,  1963; 
8:55  a.m.] 


DEPARTMENT  OF  HEALTH,  EDU¬ 
CATION,  AND  WELFARE 

Food  and  Drug  Administration 
SAMBAND  ISL.  SAMVINNUFELAGA 

Notice  of  Filing  of  Petition  Regarding 
Food  Additive  Potassium  Nitrate 

Pursuant  to  the  provisions  of  the  Fed¬ 
eral  Food,  Drug,  and  Cosmetic  Act  (sec. 
409(b)(5),  72  Stat.  1786;  21  U.S.C.  348 
(b)  (5) ) ,  notice  is  glVen  that  a  petition 
(PAP  992)  has  been  filed  by  Samband 
Isl.  Samvinnuf^laga,  P.O.  Box  180, 
Reykjavik,  Iceland,  proposing  the  issu 
ance  of  a  regulation  to  provide  for  the 
safe  use  of  potassium  nitrate  as  a  curing 
agent  in  the  processing  of  cod  roe,  in  an 
amount  not  to  exceed  200  parts  per  mil 
lion  (0.02  percent)  of ’the  finished  roe. 

Dated:  June  17,  1963. 

WiNTON  B.  Rankin, 
Assistant  Commissioner 
of  Food  arid  Drugs. 

[F.R.  Doc.  63-6536;  FUed,  June  20,  1963; 
8:51  am.] 


CIVIL  AERONAUTICS  DOARD 

[Docket  13777;  Order  No.  E-19698] 

TRAFFIC  CONFERENCES  OF  INTERNA 

TIONAL  AIR  TRANSPORT  ASSOCIA 

TION 

Agreements  Adopted  Relating  to 
Specific  Commodity  Rates 

Adopted  by  the  Civil  Aeronautics 
Board  at  its  office  in  Washington,  D.C., 
on  the  17th  day  of  June  1963. 

There' have  been  filed  with  the  Board, 
pursuant  to  section  412(a)  of  the  Fed 
eral  Aviation  Act  of  1958  (the  Act)  and 
Part  261  of  the  Board’s  Economic  Regu 
lations,  agreements  between  various  air 
carriers, 'foreign  air  carriers,  and  other 
carriers,  embodied  in  the  resolutions  of 
Traffic  Conference  1  and  Joint  Confer 
ence  1-2  of  the  International  Air  Trans 
port  Association  (lATA),  and  adopted 
pursuant  to  the  provisions  of  Resolution 
590  (Commodity  Rates  Board) . 

The  agreements,  adopted  pursuant  to 
unprotested  notices  to  the  carriers  and 
promulgated  in  lATA  memoranda,  name 
additional  specific  commodity  rates  and 
amend  one  rate  as  set  forth  below. 


■ 


The  Board,  acting  pursuant  to  sections 
102,  204(a),  and  412  of  the  Act,  does 
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Friday,  June  21,  1963 

not  find  the  subject  agreements  to  be 
adverse  to  the  public  interest  or  in  viola¬ 
tion  of  the  Act:  Provided,  That  approval 
thereof  is  conditioned  as  hereinafter 
ordered. 

Accordingly,  it  is  ordered: 

That  Agreement  C.A3,  16947,  R-24 
through  R^27,  and  Agreement  C.A3. 
17006,  R-5,  are  approved:  Provided,  That 
such  approval  shall  not  constitute  ap¬ 
proval  of  the  specific  commodity  descrip¬ 
tions  contained  therein  for  purposes  of 
tariff  publication. 

Any  air  carrier  party  to  the  agreement, 
or  any  Interested  person,  may  within  15 
days  from  the  date  of  service  of  this 


FEDERAL  AVIATION  AGENCY 

STANDARD  INSTRUMENT 
DEPARTURES 

Applicability  at  New  York 
International  Airport 

Notice  is  hereby  given  that,  effective 
0401  GMT  July  25,  1963,  the  Federal 
Aviation  Agency  Notice  relating  to 
Standard  Instrument  Departure  (SID) 
clearances  published  in  the  Federal  Reg¬ 
ister  (27  F.R.  126)  January  5,  1962,  is 
no  longer  applicable  to  pilots  operating 
under  Instrument  Flight  Rules  (IFR)  at 
New  York  International  (Idlewild)  Air¬ 
port.  At  that  airbort,  pilots  operating 
TFR  may  be  issued  SID  clearances  with¬ 
out  request  by  the  pilot. 

Issued  in  Washington,  D.C.,  on  June 
11, 1963. 

Lee  E.  Warren, 
Acting  Director, 

Air  Traffic  Service. 

[PJEl.  Doc.  63-6515;  PUed,  June  20,  1963; 

8:45  aun.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  Nos.  15111,  15112;  PCC  63-555] 

HOLSTON  BROADCASTING  CORP. 
AND  C.  M.  TAYLOR 

Order  Designating  Applications  for 
Consolidated  Hearing  on  Stated 
«  Issues 

In  re  applications  of  Holston  Broad¬ 
casting  Corporation,  Elizabethton,  Ten¬ 
nessee,  Req:  1520  kc,  1  kw,  500  w  (CH), 


FEDERAL  REGISTER 

order,  submit  statements  in  writing  con- 
talfiing  reasons  deemed  appropriate,  to¬ 
gether  with  supporting  data,  in  support 
of  or  in  opposition  to  the  Board’s  action 
herein.  An  original  and  nineteen  copies 
of  the  statements  should  be  filed  ^^th 
the  Board’s  Docket  Section.  The  Board 
may,  upon  consideration  of  an^  such 
statements  filed,  modify  or  rescind  its 
action  herein  by  subsequent  order. 

This  order  will  be  published  in  the 
Federal  Register. 

By  the  Civil  Aeronautics  Board. 

[seal]  Harold  R.  Sanderson, 

Secretary. 


Day,  Docket  No.  15111,  File  No.  BP- 
15012;  C.  M.  Taylor,  Bloimtville,  Ten¬ 
nessee,  Req.:  1520  kc,  1  kw,  500  w  (CH), 
Day,  Docket  No.  15112,  FUe  No.  BP- 
15115;  for  construction  permits. 

At  a  session  of  the  Federal  Communi¬ 
cations  Commission  held  at  its  offices  in 
Washington,  D.C.,  on  the  12th  day  of 
June  1963; 

The  Commission  having  imder  consid¬ 
eration  the  above-captioned  and  de¬ 
scribed  applications; 

It  appearing,  that,  except  as  indicated 
by  the  issues  specified  below,  each  of  the 
applicants  is  legally,  technically,  finan¬ 
cially,  and  otherwise  qualified  to  con¬ 
struct  and  operate  as  proposed;  and 

It  further  appearing,  that  the  above- 
captioned  applications  are  mutually  ex- 
'  elusive  in  that  operation  by  both  appli¬ 
cants  as  proposed  would  result  in  mu¬ 
tually  destructive  interference;  and 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
grant  of  the  subject  applications  would 
serve  the  public  interest,  convenience, 
and  necessity,  and  i  is  of  the  opinion  that 
the  applications  must  be  designated  for 
hearing  in  a  consolidated  proceeding  on 
the  issues  set  forth  below: 

It  is  ordered.  That,  pursuant  to  section 
309(e)  of  the  Communications  Act  of 
1934,  as  amended,  the  applications  are 
designated  for  hearing  in  a  consolidated 
proceeding  at  a  time  and  place  to  be 
specified  in  a  subsequent  Order,  upon, 
the  following  issues: 

1.  To  determine  the  areas  and  popu¬ 
lations  which  would  receive  primary 
service  from  each  of  the  instant  pro¬ 
posals  and  the  availability  of  other  pri¬ 
mary  service  to  such  areas  and  popu¬ 
lations. 

2.  To  determine,  in  the  light  of  section 
307(b)  of  the  Communications  Act  of 
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1934,  as  amended,  which  of  the  pro¬ 
posals  would  better  provide  a  fair,  effi¬ 
cient  and  equitable  distribution  of  radio 
service. 

3.  To  determine,  in  the  event  it  is 
concluded  that  a  choice  between  the  ap¬ 
plications  should  not  be  based  solely  on 
considerations  relating  to  section  307(b) , 
which  of  the  operations  proposed  in  the 
above-captioned  applications  would 
better  serve  the  public  interest,  in  light 
of  the  evidence  adduced  pursuant  to  the 
foregoing  issues  and  the  record  made 
with  respect  to  the  significant  differ¬ 
ences  between  the  applicants  as  to : 

(a)  The  background  and  experience 
of  each  having  a  bearing  on  the  appli¬ 
cant’s  ability  to  own  and  operate  the 
proposed  standard  broadcast  station. 

(b)  The  proposals  of  each  of  the  ap¬ 
plicants  with  respect  to  the  management 
and  operation  of  the  proposed  stations. 

(c)  ’The  programing  services  proposed 
in  each  of  the  applications. 

4.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore¬ 
going  issues  which,  if  either,  of  the  appli¬ 
cations  should  be  granted. 

It  is  further  ordered,  'That,  in  the 
event  of  a  grant  of  either  of  the  applica¬ 
tions  herein,  the  construction  permit 
shall  contain  the  following  condition: 

Pending  a  final  decision  in  Docket  No. 
14419  with  respect  to  presunrise  opera¬ 
tion  with  dajrtime  facilities,  the  present 
provisions  of  §  3.87  of  the  Commission 
rules  are  not  extended  to  this  authoriza¬ 
tion,  and  such  operation  is  precluded. 

It  is  further  ordered.  That,  to  avail 
themselves  of  the  opportunity  to  be 
heard,  the  applicants  herein,  pursuant  to 
§  1.140  of  the  Commission  rules,  in  per¬ 
son  or  by  attorney,  shall,  within  20  days 
of  the  mailing  of  this  order,  file  with  the 
Commission  in  triplicate,  a  written  ap¬ 
pearance  stating  an  intention  to  appear 
on  the  date  fixed  for  the  hearing  and 
present  evidence  on  the  issues  specified 
in  this  order. 

It  is  further  ordered.  That  the  appli¬ 
cants  herein  shall,  pursuant  to  section 
311(a)(2)  of  the  Communications  Act 
of  1934,  as  amended,  and  §  1.362(b)  of 
the  Commission’s  rules,  give  notice  of 
the  hearing,  either  individually  or,  if 
feasible,  jointly,  within  the  time  and  in 
the  manner  prescribed  in  such  rule,  and 
shall  advise  the  Commission  of  the  pub¬ 
lication  of  such  notice  as  required  by 
§  1.362(h)  of  the  rules. 

It  is  further  ordered.  That,  the  issues 
in  the  above-captioned  proceeding  may 
be  enlarged  by  the  Examiner,  on  his  own 
motion  or  on  petition  properly  filed  by 
a  party  to  the  proceeding,  and  upon 
sufficient  allegations  of  fact  in  support 
thereof,  by  the  addition  of  the  following 
issue:  To  determine  whether  the  funds 
available  to  the  applicants  will  give 
reasonable  assurance  that  the  proposals 
set  forth  in  the  applications  will  be 
effectuated. 

Released :  June  18, 1963. 

Federal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Secretary. 

[FJl.  Doc.  63-6551;  Filed,  June  20,  1963; 

8:56  am.] 


LATA  Memorandum 

Commodity 
Item  No. 

TCI/Rates  1511 . ^ 

0602 

TCI/Rates  1512 . 

0129 

TCI/Rates  1513 . 

0006 

TCI/Rates  1517 . 

6630 

t 

JT  1-2/Rates  2829 . 

4403 

C.A.B.  agreement 
16947 


R-24 

R-25 

R-26 

R-27 


R-5- 


Rates 


14  cents  per  kilogram,  minimum  weight  100 
kilograms,  from  Panama  City  to  Bogota. 

Do. 

Do. 

32  cents  per  kilogram,  minimum  weight  45  kilo¬ 
grams,  from  Panama  City  to  Miai^;  43  cents 
per  kilogram,  minimum  weight  45  Uograms, 
from  Panama  City  to  Bahamas;  and  74  cents 
per  kilogram,  minimum  weight  45  kilograms, 
from  Panama  City  to  Bermuda. 

74  cents  (amended  from  72  cents)  per  kilogram, 
minimiiTn  weight  1,000  kilograms,  from  Aalborg/ 
Aarhus  to  New  York. 


[F.R.  Doc.  63-6550;  Filed,  June  20,  1963;  8:55  a.m.] 
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NOTICES 


HI 


[Docket  No.  15060;  FCC  63M-6961 

MUNCIE  BROADCASTING  CORP. 
Order  After  Prehearing  Conference 

In  re  application  of  Mnncie  Broadcast¬ 
ing  Corporation,  Muncie,  Indiana, 
Docket  No.  15050,  File  No.  BP-15125; 
for  construction  permit. 

The  Hearing  Examiner  having  imder 
consideration  the  proceedings  during 
prehearing  conference  in  the  above-en¬ 
titled  matter  held  June  14,  1963; 

It  is  ordered.  This  14th  day  of  June 
1963,  that  (1)  direct  written  presenta¬ 
tions  shall  be  exchanged  among  counsel, 
with  one  copy  of  each  exhibit  to  be  pro¬ 
vided  the  Examiner,  by  July  22,  1963; 
(2)  written  rebuttal  exhibits,  if  any.  are 
to  be  exchanged  similarly  by  September 
9,  1963;  and  (3)  the  hearing,  which  is 
presenUy  scheduled  to  convene  July  8, 
1963,  is  hereby  continued  and  shall  in¬ 
stead  commence  at  10:00  ajn.,  Monday, 
September  23.  1963,  at  the  Commission’s 
offices.  Washington,  D.C.; 

It  is  ordered  further.  That  measure¬ 
ment  data  shall  be  obtained  soon  enough 
to  be  included  in  the  exhibits  to  be  ex¬ 
changed  and  that  such  data  shall  be 
sufficiently  accurate  and  complete  so  as 
to  obviate  the  need  for  any  additional 
measurem»its  to  the,  end  that  the  hear¬ 
ing  shall  proceed  without  interruption 
on  September  23  to  closing  of  the  record; 

It  is  ordered  further.  That  the  agree¬ 
ments,  understandings  and  commit¬ 
ments  of  the  parties  as  set  forth  in  the 
transcript  of  the  prehearing  conference 
are  hereby  approved  and  that  the  trans¬ 
cript  of  the  prehearing  conference  is 
hereby  incorporated  by  reference  herein 
with  the  same  force  and  effect  as  if  set 
forth  verbatim  and  shall  govern  the 
future  conduct  of  this  proceeding. 

Released:  June  17,  1963. 

Federal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Secretary. 

[FJR.  Doc.  63-6552;  Filed,  June  20,  1963; 

8:55  a.m.] 


[Docket  No.  15113,  FCC  63-556] 

ARTHUR  D.  SMITH,  JR.  (WMTS) 

Order  Designating  Application  for 
Hearing  on  Stated  Issues 

In  re  application  of  Arthur  D.  Smith, 
Jr.,  (WMTS),  Murfreesboro,  Tennessee, 
Has:  860  kc,  250  w.  Day.  Class  II,  Re¬ 
quests:  810  kc,  5  kw.  Day,  Class  n. 
Docket  No.  15113,  Pile  No.  BP-15447;  for 
Construction  permit. 

At  a  session  of  the  Federal  Communi¬ 
cations  Commission  held  at  its  offices  in 
Washington,  D.C.,  on  the  12th  day  of 
June  1963; 

'The  Commission  having  under  consid¬ 
eration  the  above-captioned  and  de¬ 
scribed  application; 

It  appearing,  that,  except  as  indicated 
by  the  issues  specified  below,  the  appli¬ 
cant  is  legally,  technically,  financially, 
and  otherwise  qualified  to  construct  and 
operate  as  proposed;  and 

It  further  appearing,  that  the  pro¬ 
posed  operation  would  cause  objection¬ 


able  adjacent  channel  (10  kc  removed) 
interference  to  the  existing  operation  of 
Station  WHOS,  Decatur,  Alabama. 

It  further  appearing,  that,  in  view  of 
the  foregoing,  the  Commission  is  unable 
to  make  the  statutory  finding  that  a 
grant  of  the  subject  application  would 
serve**  the  public  interest,  convenience, 
and  neccessity,  and  is  of  the  opinion  that 
the  application  must  be  designated  for 
hearing  on  the  issues  set  forth  below: 

It  is  ordered.  That,  pursuant  to  section 
309(e)  of  the  Communications  Act  of 
1934,  as  amended,  the  application  is 
designated  for  hearing,  at  a  time  and 
place  to  be  specified  in  a  subsequent 
Order,  upon  the  following  issues: 

1.  To  determine  the  areas  and  popu¬ 
lations  which  may  be  expected  to  gain 
or  lose  primary  service  from  the  proposed 
operation  of  Station  WMTS  and  the 
availability  of  other  primary  service  to 
such  areas  and  populations. 

2.  To  determine  whether  the  proposed 
operation  would  cause  objectionable  in¬ 
terference  to  Station  WHOS,  Decatur, 
Alabama,  or  any  other  existing  standard 
broadcast  stations,  and,  if  so,  the  nature 
and  extent  thereof,  the  areas  and  popu¬ 
lations  affected  thereby,  and  the  avail¬ 
ability  of  other  primary  service  to  such 
areas  and  populations. 

3.  To  determine,  in  the  light  of  the 
evidence  adduced  pursuant  to  the  fore¬ 
going  issues,  whether  a  grant  of  the  ap¬ 
plication  would  serve  the  public  interest, 
convenience  and  necessity. 

It  is  further  ordered.  That  John  H. 
Jones  &  Jeffie  Jones  d/b  as  North  Ala¬ 
bama  Broadcasting  Company,  licensee  of 
Station  WHOS,  is  made  a  party  to  the 
proceeding. 

It  is  further  ordered.  That,  in  the 
event  of  a  grant  of  the  subject  applica¬ 
tion,  the  construction  permit  shall  con¬ 
tain  the  following  condition:  Pending  a 
final  decision  in  Docket  No.  14419  with 
respect  to  presunrise  operation  with  day¬ 
time  facilities,  the  present  provisions  of 
§  3.87  of  the  Commission  rules  are  not 
extended  to  this  authorization,  and  such 
operation  is  precluded. 

It  is  further  ordered.  That,  to  avail* 
themselves  of.  the  opportunity  to  be 
heard,  the  applicant  and  party  respond¬ 
ent  herein,  pursuant  to  §  1.140  of  the 
Commission  rules,  in  person  or  by  attor¬ 
ney,  shall,  within  20  days  of  the  mailing 
of  this  order,  file  with  the  Commission  in 
triplicate,  a  written  appearance  stating 
an  intention  to  appear  on  the  date  fixed 
for  the  hearing  and  present  evidence  on 
the  issues  specified  in  this  order. 

It  is  further  ordered,  ITiat  the  appli¬ 
cant  herein  shall,  pursuant  to  section  311 
(a)  (2)  of  the  Communications  Act  of 
1934,  as  amended,  and  §  1.362(b)  of  the 
Commission’s  rules,  give  notice  of  the 
hearing,  within  the  time  and  in  the  man¬ 
ner  prescribed  in  such  rule,  and  shall 
'  advise  the  Commission  of  the  publica¬ 
tion  of  such  notice  as  required  by  S  1.362 
(h)  of  the  rules. 

Released:  June  18,  1963. 

Federal  Communications 

Commission, 

[seal]  Ben  F.  Waple, 

Secretary. 

[FJl.  Doc.  63-6553;  FUed,  June  30,  1968; 

8:56  am.] 


FEDERAL  MARITIME.  COMMISSION 

[Docket  No.  1117] 

PACIFIC  COAST  EUROPEAN 
CONFERENCE 

Procedures  for  Hearing  and  Consider¬ 
ing  Shippers’  Requests  and  Com¬ 
plaints 

The  Pacific  Coast  European  Confer¬ 
ence,  organized  pursuant  to  Federal 
Maritime  Commission  Agreement  No. 
5200  approved  May  26,  1937,  is  an  asso¬ 
ciation  of  common  carriers  by  water  op¬ 
erating  from  ports  on  the  Pacific  Coast 
of  the  United  States  to  ports  in  the 
United  Kingdom  and  Continental  Eu¬ 
rope,  among  others. 

By  Public  Law  87-346,  Congress  amend¬ 
ed  section  15  of  the  Shipping  Act,  1916 
(46  U.S.C.  814),  to  provide  that: 

The  Conunlssion  shall  disapprove  any  such 
agreement,  after  notice  and  hearing,  on  a 
finding  •  •  •  of  failure  or  refusal  to  adopt 
and  maintain  reasonable  procedures  for 
promptly  and  fairly  heaclng  and  considering 
requests  and  complaints. 

'The  Commission  wishes  to  inform  it¬ 
self  whether  the  Pacific  Coast  European 
Conference  has  complied  with  section  15 
in  this  respect.  Therefore,  the  Commis¬ 
sion,  pursuant  to  section  15  and  section 
22  of  the  Shipping  Act,  1916,  hereby  in¬ 
stitutes  upon  its  own  motion  an  investi¬ 
gation  to  determine  whether  the  Pacific 
Coast  European  Conference  Agreement 
(FAI.C.  Agreement  No.  5200)  should  be 
disapproved  for  failure  or  refusal  to 
adopt  and  maintain  reasonable  proce¬ 
dures  for  promptly  and  fairly  hearing 
and  considering  shippers’  requests  and 
complaints. 

The  Pacific  Coast  European  Confer¬ 
ence  and  its  member  lines  named  below 
are  hereby  made  respondents  in  this  pro¬ 
ceeding  and  the  matter  is  assigned  for 
hearing  before  an  examiner  of  the  Com¬ 
mission’s  Office  of  Hearing  Examiners 
at  a  date  and  place  to  be  annoimced  by 
the  Chief  Examiner.  A  copy  of  this  or¬ 
der  shall  be  served  ui>on  all  respondents 
and  published  in  the  Federal  Register. 

Any  person,' other  than  respondents, 
who  desires  to  become  a  party  to  this 
proceeding  and  to  participate  herein, 
shall  promptly  notify  the  Secretary,  Fed¬ 
eral  Maritime  Commission,  Washington 
25,  D.C.  and  shall  file  with  the  Secretary 
a  petition  for  leave  to  intervene  in  ac¬ 
cord  with  rule  5(n)  of  the  Commission’s 
rules  of  practice  and  procedure  on  or 
before  July  1,  1963. 

All  future  notices  issued  by  or  on  be¬ 
half  of  the  Commission  in  this  proceed¬ 
ing,  including  notice  of  time  and  place 
of  hearing  or  prehearing  conference, 
shall  be  mailed  directly  ' to  all  parties  of 
record.  • 

By  order  of  the  Federal  Maritime 
Commission,  June  13,  1963. 


[seal] 


’THOMAS  Lisi, 
Secretary. 


Friday,  June  21,  1963 


FEDERAL  REGISTER 
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Pacific  Coast-Eubofean  Confebence 
pacific  coast-eubopean  confebence  tabiff 

NO.  13 

Members  effective  September  1, 1962 

Anglo  Canadian  Shipping  Co.,  Ltd.,  837  West 
Hastings  Street,  Vancouver  1,  British  Co¬ 
lumbia,  Canada. 

Canadian  Occidental  Shipping  Co.,  Ltd.,  837 
West  Hastings  Street,  Vancouver  1,  British 
Columbia,  Canada.  . 

Blue  Star  Line,  Ltd.  (Blue  Star  Line),  The 
Blue  Star  Line,  Inc.,  General  Agents,  North¬ 
ern  Life  Tower,  Seattle  1,  Wash. 

Canadian  Transport  Co.,  Ltd.,  1199  West  Pen¬ 
der  Street,  Vancouver  1,  British  Columbia, 
Canada. 

Compagnle  Oenerale  Transatlantlque 
(French  Line),  General  Steamship  Corp., 
Ltd.,  General  Agents,  17  State  Street,  New 
York  4,  N.Y. 

d’Amico  Socleta  dl  Navlgazlone  per  Azlonl 
(dl’Amico  Medltterranean  Pacific  Line), 
J.  H.  Winchester  and  Co.,  Inc.,  General 
Agents,  361  California  Street,  San  Fran¬ 
cisco  4,  Calif. 

East  Asiatic  Co.,  Ltd.  (The)  (A/S  Det 
0stasiatlske  Kompagnl  East  Asiatic  Line), 
East  Asiatic  Co.,  Inc.,  General  Agents,  466 
California  Street,  San  Francisco  4,  Calif. 
Furness,  Withy  &  Co.,  Ltd.  (Furness  Line), 
310  Sansome  Street,  San  Francisco  4,  Calif. 
Hamburg-Amerika  Llnie  (Hamburg  Ameri¬ 
can  Line) ,  U.S.  Navigation  Co.,  Inc.,  Gen¬ 
eral  Agents,  17  Battery  Place,  New  York  4, 
N.Y. 

Hanseatlc-Vassa  Line,  Williams  Dlmond  & 
Co.,  General  Agents,  216  Market  Street, 
San  Francisco  6,  Calif. 

“Italia”  Socleta  Per  Azlonl  dl  Navlgazlone 
(Italian  Line) ,  24  State  Street,  New  York  4, 
N.Y. 

Italnavl  Socleta  dl  Navlgazlone  per  Azlonl 
(Italnavi  Line),  Transmarine  Navigation 
Corp.,  666  South  Flower  Street,  Los  An¬ 
geles  17,  Calif. 

Mitsui  Steamship  Co.,  Ltd.  (Mitsui  Line), 
Mitsui  Line  Agencies,  Inc.,  General  Agents, 
17  Battery  Place,  New  York  4,  N.Y. 
Norddeutscher  Lloyd  (North  German  Lloyd) , 
U.S.  Navigation  Co.,  Inc.,  General  Agents, 
17  Battery  Place,  New  York  4,  N.Y. 

N.  V.  Nederlandsch-Amerlkaansche  Stoom- 
vaart-MaatschapplJ  (H  o  1 1  a  n  d-Amerlca 
Line) ,  32  Broadway,  New  York  6,  N.Y. 

Fred.  Olsen  &  Co.  (Fred.  Olsen  Line),  Fred. 
Olsen  Line  Agency,  Ltd.,  General  Agents, 
466  California  Street,  San  Francisco  4, 
Calif. 

Rederlaktlebolaget  Nordstjernan  (Johnson 
Line),  Grace  Line  Inc.,  General  Agents,  3 
Hanover  Square,  New  York,  N.Y. 

Royal  Mail  Lines,  Ltd.,  324  Sansome  Street, 
San  Francisco  4,  Calif. 

Splosna  Plovba,  Monitor  Steamship  Agency, 
Ino.,  General  Agents,  2  Pine  Street,  San 
Francisco  4,  Calif. 

States  Marine  Lines,  90  Broad  Street,  New 
York  4,  N.Y. 

Westfal-Larsen  &  Co.  A/S  (Interocean  Line) , 
310  Sansome  Street,  San  Francisco  4,  Calif. 
Zlm  Israel  Navigation  Co.,  Ltd.,  Mediterra¬ 
nean  Agencies,  Inc.,  42  Broadway,  New 
York,  N.Y. 

Isbrandstsen  Steamship  Co.,  a  division  of 
American  Export  Lines,  Inc.,  26  Broadway, 
New  York  6,  N.Y. 

(F.R.  Doc.  63-6630;  Filed,  June  20,  1963; 
8:60  am.] 


[Docket  No.  1118] 

PACIFIC  COAST  EUROPEAN 
CONFERENCE 

Increased  Handling  Charges 

The  Pacific  Coast  European  Conf^- 
ence,  organized  pursuant  to  Federal 


Maritime  Commission  Agreement  No. 
5200  approved  May  26,  1937,  is  an  asso¬ 
ciation  of  common  carriers  by  water 
which  is  authorized  to  set  rates  and 
charges  for  the  transportation  of  cargo 
from  ports  on  the  Pacific  Coast  of  the 
United  States  to  ports  in  the  United 
Kingdom  and  Continental  Europe, 
among  others. 

On  June  27,  1962,  the  Conference,  in 
Special  Rate  Circular  No.  10,  effective 
August  1,  1962,  increased  handling 

charges  on  commodities  shipped  under 
rdtes  published  in  Pacific  Coast  Euro¬ 
pean  Conference  Freight  Tariff  No.  13. 
In  Specied  Rate  Circular  No.  11  issued 
July  20.  1962,  the  Conference  postponed 
the  effective  date  of  tlie  Increases  until 
September  1,  1962.  Section  15  of  the 
Shipping  Act,  1916  (46  U.S.C.  814) ,  pro¬ 
vides  that  the  Commission  shall  disap¬ 
prove,  cancel,  or  modify  agreements 
found  to  be  iinjustly  discriminatory  or 
unfair  as  between  carriers,  shippers,  ex¬ 
porters,  importers,  or  ports,  or  between 
exporters  from  the  United  States  and 
their  foreign  competitors,  or  to  operate 
to  the  detriment  of  the  commerce  of  the 
United  States,  or  to  be  contrary  to  the 
public  interest,  or  to  be  in  violation  of 
the  Shipping  Act,  1916.  Section  18(b) 
(5)  of  the  Shipping  Act,  1916  (46  U.S.C. 
817) ,  provides  that  the  Commission  shall 
disapprove  any  rate  or  charge  filed  with 
it  which  it  finds  to  be  so  unreasonably 
high  or  low  as  to  be  detrimental  to  the 
commerce  of  the  United  States. 

In  view  of  the  aforementioned  in¬ 
creased  handling  charges  the  Commis¬ 
sion  considers  it  necessary  to  determine 
whether  Agreement  No.  5200  should  be 
disapproved,  cancelled  or  modified  under 
section  15  and/or  whether  any  of  the 
following  handling  charges  should  be 
disapproved  under  section  18(b)  (5) : 

Charges 

Commodity  Sept.  1, 1962 


Canned  Goods,  viz.: 

Fish  (except  salmon) ;  fruits;  vege¬ 
tables;  Juice  or  Juice  powders; 

Juices,  fruit,  concentrated; 

meats;  NOS . - _ 2.90W 

Copper,  viz.: 

Anodes,  bars,  cathodes,  coils,  in¬ 
gots,  pi^,  slabs,  wire  bars  or 
rods  _ _ 2. 60W 

Wire  . . . . 2.60W 

Cotton  and  cotton  linters : 

Cotton  linters _ _ 4.  OOW 

Fruit,  viz.: 

Dates  or  figs,  dried;  dehydrated. 

NOS;  dried  or  evaporated,  NOS; 

NOS  (including  olives) _ 3.  lOW 

Kernels,  Apricot  or  Peach,  shelled 

or  unshelled - 3. 40W 

Nuts,  viz.: 

Almonds,  filberts _ 3.60W 

Oil,  viz.: 

Lubricating,  petroleum  base _ 3.  OOW 

Paper,  viz.: 

Tissue,  fruit  wrapping _ 2. 60W 

Rags,  clean,  dry _ 6,  lOW 

Rice,  viz.: 

Brewers;  bran;  clean;  hulls, 
ground;  polish  or  screenings,  in 

bags  - •• - 2. 40W 

Rubber,  viz.: 

Sirnthetic  - 4.  lOW 

Salmon,  viz.: 


Cooked,  in.  cans,  American  pack, 
in  fibreboard  cases,  48/%^.  .0866  Case 


Scrap,  viz.: 

Metal _ 4. 20W 

Slats,  pencil _ 3. 46W 


Charges 

Commodity  Sept.  1, 1962 

Veneer  _ 4. 06W 

Veneer  panel,  faced  and  backed  with 

kraft  paper _ 4. 06W 

Fish,  frozen,  including  fish  livers  and 

shell  flsh___ . 4.30W 

Grapes,  fresh _ 3. 30W 

Poultry  and  parts,  frozen _ 3.90W 

Therefore  pursuant  to  section  15,  sec¬ 
tion  18(b)(5),  and  section  22  of  the 
Shipping  Act,  1916,  the  Commission 
hereby  institutes  on  its  own  motion  an 
investigation  to  determine  whether  it 
it  should  disapprove,  cancel,  or  modify 
Agreement  No.  5200  and  whether  it 
should  disapprove  any  of  the  above  han¬ 
dling  charges  filed  by  the  Pacific  Coast 
European  Conference. 

The  Pacific  Coast  European  Confer¬ 
ence  and  its  member  lines,  named  below 
are  hereby  made  respondents  in  this  pro¬ 
ceeding  and  the  matter  is  assigned  for 
hearing  before  an  examiner  of  the  Com¬ 
mission’s  Office  of  Hearing  Examiners 
at  a  date  and  place  to  be  announced  by 
the  Chief  Examiner.  A  copy  of  this 
order  shall  be  served  upon  all  respond¬ 
ents  and  published  in  the  Federal 
Register. 

Any  person,  other  than  respondents, 
who  desires  to  become  a  party  to  this 
proceeding  and  to  participate  herein, 
shall  promptly  notify  the  Secretary,  Fed¬ 
eral  Maritime  Commission,  Washington 
25,  D.C.,  and  shall  file  with  the  Secretary 
a  petition  for  leave  to  Intervene  in  ac¬ 
cordance  with  rule  5(n)  of  the  Commis¬ 
sion’s  rules  of  practice  and  procedure  on 
or  before  July  1,  1963. 

All  future  notices  issued  by  or  on  be¬ 
half  of  the  Commission  in  this  proceed¬ 
ing,  including  notice  of  time  and  place  of 
hearing  or  prehearing  conference,  shall 
be  mailed  directly  to  all  parties  of  record. 

By  order  of  the  Federal  Maritime  Com¬ 
mission.  June  13,  1963. 

1 

[SEAL]  Thomas  Lisi, 

Secretary, 

Pacific  Coast-Eubopean  Confebence 

PACIFIC  COAST-EUBOPEAN  CONFERENCE  TABIFF 
NO.  13 

Members  effective  September  1, 1962 

Anglo  Canadian  Shipping  Co..  Ltd.,  837  West 
Hastings  Street,  Vancouver  1,  British  Co¬ 
lumbia,  Canada. 

Canadian  Occidental  Shipping  Co.,  Ltd.,  837 
West  Hastings  Street,  Vancouver  1,  British 
Columbia,  Canada. 

Blue  Star  Line,  Ltd.  (Blue  Star  Line),  The 
Blue  Star  Line,  Inc.,  General  Agents, 
Northern  Life  Tower,  Seattle  1,  Wash. 
Canadian  Transport  Co.,  Ltd.,  1199  West 
Pender  Street,  Vancouver  1,  British  Co¬ 
lumbia,  Canada. 

Compagnle  Generale  Transatlantlque 
(French  Line),  General  Steamship  Corp., 
Ltd.,  General  Agents,  17  State  Street,  New 
York  4.  N.Y. 

d’Amico  Socleta  dl  Navlgazlone  per  Azlonl 
(dl’Amlco  Mediterranean  Pacific  Line),  J. 
H.  Winchester  and  Co.,  Inc.,  General 
Agents,  361  California  Street,  San  Fran¬ 
cisco  4,  Calif. 

East  Asiatic  Co.  Ltd  (The)  (A/S  Det  0stasia- 
tlske  Kompagnl  East  Asiatic  Line),  East 
Asiatic  Co.,  Inc.,  General  Agents,  466  Cal¬ 
ifornia  Street.  San  Francisco  4.  Calif.  / 
Furness,  Withy  &  Co.,  Ltd.  (Furness  Line), 
310  Sansome  Street,  San  Francisco  4,  Calif. 
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Hainb\irg-Ainerika  Llnle  (Hamburg  Amer¬ 
ican  Line),  United  States  Navigation  Co.. 
Inc..  Oeneral  Agents.  17  Battery  Place. 
New  Tcwk  4,  N.Y. 

Hanseatlc-Vassa  Line.  Williams  Dimond  & 
Co..  Oeneral  Agents,  215  Market  Street,  San 
Francisco  5,  Calif. 

‘'Italia'*  Socleta  Per  Azlonl  dl  Navlgazlone 
(Italian  Line),  24  State  Street,  New  York 
4.  N.Y. 

Italnavl  Socleta  dl  Navlgazlone  per  Azlonl 
(Italnavl  Line),  Transmarine  Navigation 
Corp.,  665  South  Flower  Street,  Los  Angeles 
17.  Calif. 

Mitsui  Steamship  Co.,  Ltd.  (Mitsui  Line), 
Mitsui  Line  Agenda,  Inc.,  General  Agents, 
17  Battery  Place,  New  York  4,  N.Y. 
Norddeutscher  Lloyd  (North  German  Lloyd) , 
United  States  Navigation  Co.,  Inc.,  Oeneral 
Agents,  17  Battery  Place,  New  York  4.  N.Y. 
N.  V.  Nederlandsch-Amerlkaansche  Stoom- 
vaart-MaatschapplJ,  (Holland-A  m  e  r  1  c  a 
Line),  32  Broadway,  New  York  6,  N.Y. 

Fred.  Olsen  &  Co.  (Fred.  Olsen  Line),  Fred. 
Olsen  Line  Agency,  Ltd.,  General  Agents, 
465  California  Street,  San  Francisco  4, 
Calif. 

Rederlaktlebolaget  Nordstjeman  (Johnson 
Line),  Grace  Line  Inc.,  Oeneral  Agents,  3 
Hanover  Square,  New  York,  N.Y. 

Royal  Mall  Lines,  Ltd.,  324  Sansome  Street, 
San  Francisco  4,  Calif. 

Splosna  Plovba,  Monitor  Steamship  Agency, 
Inc.,  Oeneral  Agents,  2  Pine  Street,  San 
Francisco  4,  Calif. 

States  Marine  Lines,  90  Broad  Street.  New 
York  4,  N.Y. 

Westfal-Larsen  &  Co.  A/S  (Interocean  Line), 
310  Sansome  Street,  San  Francisco  4.  Calif. 
Zlm  Israel  Navigation  Co.,  Ltd.,  Mediter¬ 
ranean  Agencies,  Inc.,  42  Broadway.  New 
York,  N.Y, 

Isbrandtsen  Steamship  Co.,  a  division  of 
American  Export  Lines,  Inc.,  26  Broadway, 
New  York  6.  N.Y. 

[FJl.  Doc.  63-6631;  Piled,  June  20,  1963; 

8:60  a.m.] 

SECURITIES  AND  EXCHANGE 
COMMISSION 

[FUe  No.  24SF-3139] 

PACIFIC  MINES,  INC. 

Order  Canceling  Hearing  and  Perma¬ 
nently  Suspending  Exemption 

June  17,  1963. 

Pacific  Mines,  Inc.  (Issuer) ,  1218 
North  Central  Avenue,  Phoenix,  Arizona, 
an  Arizona  corporation,  on  March  14, 
1963,  filed  with  the  Securities  and  Ex¬ 
change  Commission,  a  notification  on 
Form  1-A  (and  accompan3rlng  offering 
circular),  seeking  an  exemption  from 
'  registration  under  the  Securities  Act  of 
1933  pursuant  to  section  3(b)  thereof 
and  Regulation  A  promulgated  there¬ 
under,  with  respect  to  the  proposed 
public  offering  of  200,000  shares  of  com¬ 
mon  stock  at  $1.50  per  share. 

By  order  dated  April  22,  1963,  issued 
pursuant  to  Rule  261  of  Regulation  A, 
the  Commission  temporarily  suspended 
the  exemption  from  registration  with 
respect  to  issuer’s  proposed  public  offer¬ 
ing  of  stock,  asserting  in  support  thereof 
that  the  Commission  had  “reasonable 
cause  to  believe’’  that  Issuer  had  failed 


to  comply  with  certain  terms  and  con¬ 
ditions  of  Regulation  A  and  that  its 
offering  circular  appeared  to  be  mislead¬ 
ing  in  respect  of  various  material  facts, 
including  issuer’s  property  and  proposed 
business  operations,  its  claimed  ore  re¬ 
serves  and  the  economic  value  thereof, 
the  estimated  costs  of  mining  and  ship¬ 
ping.  as  well  as  the  estimated  sale  price 
of  ore,  the  amounts  of  ore  it  could  de¬ 
liver,  and  other  matters.  In  accordance 
with  a  provision  of  said  order,  issuer  re¬ 
quested  a  hearing;  and,  pursuant  to  such 
request  and  in  accordance  with  the  pro¬ 
visions  of  Regulation  A.  the  Commission 
scheduled  a  hearing  in  its  San  Fran¬ 
cisco  Regional  Office  on  May  27,  1963, 
for  the  purpose  ^f  determining  whether 
the  order  of  temporary  suspension 
should  be  vacated  or  made  permanent. 

When  the  hearing  was  convened  on 
May  27, 1963,  counsel  for  issuer  requested 
that  issuer  be  permitted  to  withdraw  its 
earlier  request  for  hearing  and  con¬ 
sented  to  the  entry  of  an  order  by  the 
Commission  making  the  suspension  order 
permanent.  Counsel  for  the  Division  of 
Corporation  Finance,  who  was  prepared 
to  offer  evidence  at  the  hearing  in  sup¬ 
port  of  the  temporary  suspension  order 
and  to  urge  on  the  basis  thereof  that 
the  suspension  order  be  made  permanent, 
interposed  no  objection  to  the  suggested 
disposition  of  this  matter.  Subsequent¬ 
ly,  in  a  letter  dated  June  3,  1963,  from 
its  counsel.  Issuer  renewed  its  request 
for  withdrawal  of  its  earlier  request  for 
a  hearing  and  consented  to  the  entry  of 
an  order  making  the  suspension  herein 
permanent,  but  without  admitting  any 
of  the  matters  underlying  the  tempo¬ 
rary  suspension  order. 

The  Commission  hereby  grants  per¬ 
mission  to  issuer  to  withdraw  its  request 
for  a  hearing  herein  and  cancels  the 
hearing  heretofore  ordered;  and 

It  is  ordered.  That  the  Regulation  A 
exemption  from  registration  with  respect 


to  the  proposed  public  offering  of  stock 
by  issuer  is  hereby  permanently  sus¬ 
pended. 

By  the  Commission. 

[SEAL]  ORVAL  L.  DuBOIS, 

Secretary. 

[FJ%.  Doc.  63-6524;  FUed,  June  20,  1963; 
8:49  a.m.] 


FEDERAL  POWER  COMMISSION 

[Docket  No.  G-7074  etc.] 

COLUMBIAN  FUEL  CORP.  ET  AL. 

Findings  and  Order  Amending  Orders 

Issuing  Certificates  and  Substituting 

Respondent 

June  14, 1963. 

Columbian  Fuel  Corporation  (succes¬ 
sor  to  Columbian  Carbon  Company), 
Docket  Nos.  G-7074,  G-7075,  G-7076,  G- 
7077,  <3-7078,  <3-7079,  <3-7080,  <3-7081, 
<3-7082,  G-7083,  <3-7084,  <3-7085,  <3-7086, 
G-7087.  <3-7088,  G-8245,  <3-11120,  G- 
11121,  <3-11647,  <3-11648,  <3-12618,  G- 
13074,  G-14386,  CI60-97,  CI60-139.  CI62- 
498,  Area  Rate  Proceeding,  AR61-2,  et  al. 

On  November  30, 1962,  Columbian  Fuel 
Corporation  (Petitioner)  filed  in  the 
aforementioned  dockets  a  petition  to 
amend  the  orders  issued  in  said  dockets 
to  substitute  Petitioner  in  lieu  of  Colum¬ 
bian  Carbon  Company  as  certificated 
seller  in  each  sale  authorized  in  said 
orders,  all  as  more  fully  set  forth  in  the 
petition. 

Petitioner  has  succeeded  to  the  inter¬ 
ests  of  Columbian  Carbon  Ccunpany  as  of 
January  ir  1963,  and  has  assumed  all  of 
the  liabilities  and  obligations  of  said 
predecessor  as  of  that  date.  ^ 

The  details  of  each  of  the  previously 
issued  certificates  are  as  follows: 


Docket  No.  and 
date  filed 
r 

Purchaser 

0-7074 

TTnpe  NntiirAl  Oas  Co.  .  . 

f}-7n7R _ 

..rdo _  _ 

0-7n7« 

.  -  -do  _  _  _ -  .  -  . 

0-7077 . 

O-707H 

TTnitad  Fuel  Om  Co _ 

G-7079 . - 

Cumberland  and  Allegheny  Oas  Co. 

The  Manufacturers  Light  and  Heat 
Co. 

United  Fuel  Oas  Co  ..  _  . 

Q-7n«n _ 

O-TOSl _ 

0-7082  _  _  _ 

KqnitAhle  Oas  Co _  .  _ 

Q-7083 . 

-do _  ...  -  _ _ 

0-7084 . 

United  Fuel  Oas  Co.,  Atlantic  Sea¬ 
board  Corp.* 

Cumberland  and  Allegheny  Oas  Co. 
Hope  Natural  Oas  Co_..._...  .... 

0-7085. . 

0-7086 . 

0-7087 _  _ 

South  Penn  Oil  Co.*.  ..  .  _ 

0-7088 . 

Texas  Oas  Transmission  Cop _ 

Hope  Natural  Oas  Co.  ...  .. 

0-824.<i _ 

0-11120 _  _ 

New  York  State  Natural  Oas  Corp.. 
do  . . 

0-11121 . . 

0-11647 . 

Hope  Natural  Gas  Co..  _ 

0-11648 . 

United  Fuel  Oas  Co  .  . .  _  . 

0-12618 . 

...do...  .  _  ..  .  ...  .. 

0-13074.  .  . 

New  York  State  Natural  Oas  Corp_ 
Hope  Natural  Oas  Co..  _ 

0-14386 . 

CI60-07 _  _ 

-  -  -do _  _  ..  _ 

cieo-no . 

dow- . -  --  --  -- 

CI62-4fl8 . 

Field  and  location 


Kanawha  and  Roane  Counties,  W.  Va. 

Boone  County,  W.  Va. 

Freemans  Creek  District,  Lewis  County,  W.  Va. 
Doddridge  County,  W.  Va. 

ChapmanviUe  District,  Logan  County,  W.  Va. 
/Warren  District.  Upshur  ConnW,  W.  Va. 

\Ha<±ers  Creek  District,  Lewis  County,  W.  Va. 
Proctor  District,  Wetiel  County,  W.  Va. 

Hardee  District,  Mingo  County,  W.  Va. 

Court  House  District,  Lewis  County  W.  Va. 
(Jeflerson.  GranL  and  Somerville  Districts,  Nichols 
i  County,  W.  Va. 

[Falls  District  Fayette  County,  W.  Va. 

Tn4)  HiU,  Clear  FOTk,  and  Marsh  Fork  Districts, 
Raleigh  County,  W.  Va. 

/Qarrett  County,  Md. 

IPreston  County,  W.  Va. 

Ravenswood  District,  Jackson  County,  W.  Va. 
Peytonia  District,  Boone  County,  W.  Va. 

Union,  Morehouse,  and  Ouachita  Parishes  La. 

Hmse  Creek  District,  Boone  County,  W.  Va. 

Oaskill  Township,  Jefferson  County,  Pa. 

Do. 

Warren  District,  Upshur  County,  W.  Va. 

Lee  District,  Mingo  County,  W.  Va. 

West  Oueydan  Field,  Vennilion  Parish,  La. 

Banks  Township,  Indiana  Conn^,  Pa. 

Reno  DisUlct,  Preston  County,  W,  Va. 

Blackwater  Anticline— Northern  Extenrion  Fieidi^ 
Randolph  County,  W.  Va. 

Reno  District,  Preston  County,  W.  Va.  - 
Sandy  River  Distriet,  McDowell  County,  W.  Va. 


>  Sueeeasor  to  Amere  0«  UtOlties  Co. 

*  Successor  to  South  Penn  Natural  Qas  Co. 


Friday,  June  21,  1963 

Temporary  certificates  to  continue  the 
service  as  proposed  herein  were  issued  to 
Petitioner  on  January  23, 1963. 

Columbian  Carbon  Company  is  a  re¬ 
spondent  in  the  Area  Rate  Proceeding, 
Docket  No.  AR61-2,  et  al.  Inasmuch  as 
Petitioner  has  succeeded  to  the  interests 
of  and  has  assumed  the  liabilities  and 
obligations  of  Columbian  Carbon  Com¬ 
pany,  it  is  appropriate  that  Petitioner 
should  be  substituted  as  respondent  in 
Docket  No.  AR61-2,*et  al. 

Notice  of  the  petition  to  amend  was 
published  in  the  Federal  Register  on 
May  16,  1963  (28  F.R.  4928).  No  pro¬ 
test,  request  for  hearing,  or  petition  to 
intervene  has  been  received. 

The  Commission  finds:  (1)  It  is 
necessary  and  appropriate  in  carrying 
out  the  provisions  of  the  Natural  Gas 
Act  and  the  public  convenience  and  ne¬ 
cessity  require  that  the  orders  issuing 
certificates  of  public  convenience  and  ne¬ 
cessity  to  Columbian  Carbon  Company  in 
the  aforementioned  dockets  should  be 
amended  to  authorize  Petitioner,  Colum- 


FEDERAL  REGISTER 

bian  Fuel  Corporation,  to  continue  the 
sales  of  natural  gas  authorized  therein. 

(2)  Columbian  Fuel  Corporation 
should  be  substituted  in  lieu  of  Colum¬ 
bian  Carbon  Company  as  respondent  in 
Docket  No.  AR61-2,  et  al. 

The  Commission  orders:  (A)  The 
orders  issuing  certificates  of  public  con¬ 
venience  and  necessity  to  Columbian 
Carbon  Company  in  the  aforementioned 
dockets  be  and  the  same  are  hereby 
amended  to  authorize  Petitioner,  Colum¬ 
bian  Fuel  Corporation,  to  continue  the 
sales  of  natural  gas  authorized  therein. 

(B)  In  all  other  respects  the  orders 
referred  to  in  paragraph  (A)  above  shall 
remain  in  full  force  and  effect. 

(C)  Columbian  Fuel  Corporation  is 
hereby  substituted  in  lieu  of  Columbian 
Carbon  Company  as  respondent  in  Dock¬ 
et  No.  AR61-2,  et  al. 

By  the  Commission. 

Joseph  H.  Gutrioe, 

Secretary. 
June  ao.  1963; 


[F.R.  Doc. 


63-6528;  Filed, 
8:49  a.m.] 
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[Docket  Nos.  RI63-452— R163-4551 

PHILLIPS  PETROLEUM  CO.  ET  AL. 

Order  Providing  for.Hearings  on  and 
Suspension  of  Proposed  Changes  in 
Rates;  ^  and  Allowing  Rate 
Changes  To  Become  Effective  Sub¬ 
ject  To  Refund 

June  14,  1963. 

Phillips  Petroleum  Company  (Opera¬ 
tor),  et  al..  Docket  No.  RI63-452;  Phil¬ 
lips  Petroleum  Company  (Operator) , 
Docket  No.  RI63-453;  Phillips  Petroleum 
Company,  Docket  No.  RI63^54;  Ameri¬ 
can'  Liberty  Oil  Company,  Docket  No. 
RI63-455. 

The  above-named  Respondents  have 
tendered  for  filing  proposed  changes  in 
presently  effective  rate  schedules  for 
sales  of  natural  gas  subject  to  the  juris¬ 
diction  of  the  Commission.  All  of  the 
sales  are  made  at  a'  pressure  base  of 
14.65  psia.  The  proposed  changes,  which 
constitute  increased  rates  and  charges, 
are  designated  as  follows: 


Sup¬ 

ple¬ 

ment 

No. 

Amount 

Date 

Effective 

date 

Datesus- 

Cents  per  Mcf 

Docket 

No. 

Respondent 

sched¬ 

ule 

No. 

Purchaser  and  producing  area 

of  annual 
increase 

filing 

tendered 

unless 

sus¬ 

pended 

pended 

imtil— 

Rate  in 
effect 

Proposed 

increased 

rate 

RI63-452... 

Phillips  Petroleum 
Ck).  (Operator,  et  al.), 
Bartlesville.  Okla. 

32 

25 

El  Paso  Natural  Oas  Co.,  (Eunice 
Field,  Lea  County,  N.  Mex.) 
(Permian  Basin  Area). 

$33,959 

5-17-63 

>6-17-63 

•6-18-63 

13.53302 

>13.69656 

Phillips  Petroleum 
Co.  (Operator),  et  al. 

33 

12 

. do . 

(•) 

5-17-63 

>6-17-63 

•6-18-63 

13.53302 

>13.69656 

. do . 

65 

11 

El  Paso  Natural  Oas  Co.  (Jal  Field, 
Lea  County,  N.  Mex.)  (Permian 
Basin  Area). 

2,747 

5-16-63 

>6-16-63 

•6-16-63 

«  15.55983 

>15.85619 

. do . 

274 

■ 

El  Paso  Natural  Oas  Co.,  (Copper 
Lease,  Crosby -Devonian  Field,  Lea 
County,  N.  Mex.)  (Permian  Basin 
Area). 

2,193 

5-15-63 

>6-16-63 

•6-16-63 

•  15.55983 

>15.85619 

. do . 

337 

■ 

El  Paso  Natural  Otis  Co.  (Bisti  Field, 
San  Juan  County,  N.  Mex.) ‘(San 
Juan  Basin  Area). 

(») 

5-15-63 

>6-16-63 

•6-16-63 

13.0000 

>  13. 24^ 

RI63-453... 

Phillips  Petroleum 

Co.  (Operator). 

64 

12 

El  Paso  Natural  Oas  Co.  (Eunice 
Field,  Lea  County,  N.  Mex.) 
(Permian  Basin  Area). 

22,040 

5-17-63 

>6-17-63 

•  6-18-63 

13.53302 

>13,69656 

. do . 

243 

114 

>15 

El  Paso  Natural  Oas  Co.  (Hobbs 
Plant  and  Lee  PlanL  Lea  County, 
N.  Mex.)  (Permian  Basin  Area). 

10,399' 

23,120 

5- 17-63 

6- 17-63 

>6-17-63 

>6-17-63 

•6-18-63 

•6-18-63 

13.53302 

14.03430 

>13.69666 

>14.20421 

RI63-454..- 

Phillips  Petroleum  Co. 

151 

6 

El  Paso  Natural  Oas  Co.  (Jal  Field, 
Lea  County,  N.  Mex.)  (Permian 
Basin  Area). 

459 

6-16-63 

>6-15-63 

•6-16-63 

•  15. 55983 

>16.85619 

RI63-455..- 

American  Liberty 

Co.,  P.O.  Box  8105, 
Dallas  5,  Tex. 

1 

5 

Transwestem  Pipeline  Co.  (Artesia 
Area,  Eddy  County,  N.  Mex.) 
(Permian  Basin  Area). 

8,436 

6-20-63 

>6-20-63 

•6-21-63 

16.0000 

>16.2280 

Rate  in 
effect  sub¬ 
ject  to 
refund  in 
docket 
Nos. 


G-20403 

0-20403 

0-20403 

0-20403 


0-20404 


0-20404 

0-20404 


0-20405 


>  The  stated  effective  date  is  the  1st  day  after  expiration  of  the  required  statutory 
notice. 

*  Tax  reimbursement  increase. 

*  There  were  no  sales  made  under  the  rate  schedule  during  the  last  12>month  period. 

*  Subject  to  0.4581  cent  per  Mcf  deduction  for  low  pressure  gas. 


•  Subject  to  0.4467  cent  per  Mcf  deduction  for  low  pressure  gas. 

•  Suspension  period  is  limited  to  1  day. 

'  Applicable  to  Hobbs  Plant. 

•  Applicable  to  Lee  Plant. 


Respondents  request  waiver  of  notice 
to  make  their  subject  rate  increases  ef¬ 
fective  as  of  April  1,  1963,  the  effective 
date  of  the  increase  in  the  New  Mexico 
Oil  and  <3as  Emergency  School  Tax. 
Good  cause  has  not  been  shown  for  waiv¬ 
ing  the  30 -day  notice  requirement  pro¬ 
vided  in  section  4(d)  of  the  Natural  Gas 
Act  to  permit  an  earlier  effective  date 
for  the  proposed  rate  filings  and  such 
requests  are  denied.  Since  the  pro¬ 
posed  rate  increases  refiect  only  tax  re¬ 
imbursement,  the  suspension  period  for 
each  may  be  shortened  to  one  day  from 
the  date  of  expiration  of  the  30-days’ 
statutory  notice. 

El  Paso  Natural  Gas  Company  (El 
Paso)  has  protested  the  rate  increases  of 
the  producers  from  whom  El  Paso  pur¬ 
chases  gas.  It  Is  El  Paso’s  position  that 
under  their  tax  reimbursement  clauses 


the  sellers  are  entitled  only  to  partial 
reimbursement  of  the  increased  portion 
of  the  tax,  namely  0.55  percent  (2.55  per¬ 
cent  less  2.0  percent).  Under  the  cir¬ 
cumstances,  we  shall  provide  that  the 
hearings  provided  for  herein  shall  con¬ 
cern  themselves  with  the  legality  as  well 
as  the  lawfulness  of  the  producers’  rate 
filings  which  El  Paso  has  protested. 

The  proposed  increased  rates  reflect 
reiitibursement  for  the  full  2.55  percent 
New  Mexico  Emergency  School  Tax  and 
exceed  the  applicable  area  price  levels 
for  increased  rates  as  set  forth  in  the 
Commission’s  Statement  of  General  Pol¬ 
icy  No.  61-1,  as  amended  (18  CPR  Ch.  I, 
Part  2,  §  2.56). 

The  increased  rates  and  charges  so 
proposed  may  be  unjust,  imreasonable, 
unduly  discriminatory,  or  preferential, 
or  otherwise  unlawful. 


The  Commission  finds:  It  is  necessary 
and  proper  in  the  public  interest  and 
to  aid  in  the  enforcement  of  the  provi¬ 
sions  of  the  Natural  Gas  Act  that  ttie 
Commission  enter  upon  hearings  con¬ 
cerning  the  legality  of  the  proposed  fil¬ 
ings,  and  the  lawfulness  of  the  producers’ 
proposed  changes,  and  that  the  above- 
designated  supplements  be  suspended 
and  the  use  thereof  deferred  as  herein¬ 
after  ordered. 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  of  the 
Natural  Gas  Act,  particularly  sections  4 
and  15  thereof,  the  Commission’s  rules 
of  practice  and  procedure,  and  the  regu- 


1  This  order  does  not  provide  tor  the  con¬ 
solidation  for  hearing  or  disposition  Of  the 
matters  covered  herein,  nor  should  it  be  so 
construed. 
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lations  under  the  Natural  Gas  Act  (18 
CTFR  Ch.  I),  public  hearings  shaU  be 
held  upon  dates  to  be  fixed  by  notices 
from  the  Secretary  concerning  the  le¬ 
gality  of  the  propdised  rate  filings  which 
El  Paso  has  protested,  and  the  lawful¬ 
ness  of  the  producers’  proposed  in¬ 
creased  rates  and  charges  contained  in 
thQ  above-designated  supplements. 

(B)  Pending  hearings  and  decisions 
thereon,  the  above-designated  rate  sup¬ 
plements  are  hereby  suspended  and  the 
use  thereof  deferred  until  the  date  indi¬ 
cated  in  the  above  “Date  Suspended 
Until”  column,  and  thereafter  until  such 
further  time  as  they  are  made  effective 
in  the  manner  prescribed  by  the 
Natural  Gas  Act:  Provided,  however. 
That  the  supplements  to  the  rate  sched¬ 
ules  filed  by  Respondents,  as  set  forth 
above,  shall  become  effective  subject  to 
refund  on  the  date  and  in  the  manner 
herein  prescribed  if  within  20  days  from 
the  date  of  the  issuance  of  this  order 
Respondents  shall  each  execute  and  file 
under  its  above-designated  docket  num¬ 
ber  with  the  Secretary  of  the  Commis¬ 
sion  its  agreement  and  undertycing  to 
comply  with  the  refunding  and  reporting 
procedure  required  by  the  Natural  Gas 
Act  and  §  154.102  of  the  regulations 
thereunder,  accompanied  by  a  certificate 
showing  service  of  copies  thereof  upon 
all  purchasers  under  the  rate  schedule 
Involved.  Unless  Respondents  are  ad¬ 
vised  to  the  contrary  within  15  days 
after  the  filing  of  their  respective  agree¬ 
ments  and  undertakings,  such  agree¬ 
ments  and  undertakings  shall  be  deemed 
to  have  been  accepted. 

(C)  Neither  the  supplements  hereby 
suspended,  nor  the  rate  schedules  sought 
to  be  altered  thereby,  shall  be  changed 
until  these  proceedings  have  been  dis¬ 
posed  of  or  until  the  periods  of  sus¬ 
pension  have  expired,  unless  otherwise 
ordered  by  the  Commission. 

(D)  Notices  of  intervention  or  peti¬ 
tions  to  intervene  may  be  filed  with  the 
Federal  Power  Commission,  Washington 
25,  D.C.,  in  accordance  with  the  rules  of 
practice  and  procedure  (18  CFR  1.8  and 
1.37(f))  on  or  before  July  29,  1963. 

By  tl^  Commission. 

Joseph  H.  GuramE, 
Secretary. 

[FR.  Doc.  63-6529;  PUed,  June  20,  1963; 

8:60  am.] 


[Docket  Nos.  CP63-230,  CP63-2441 

MICHIGAN  WISCONSIN  PIPE  LINE  CO. 
AND  WISCONSIN  PUBLIC  SERVICE 
CORP. 

Notice  of  Applications 

'  June  14.  1963. 

Take  notice  that  on  February  18, 1963, 
as  supplemented  and  amended  on  March 
21  and  April  29.  1963,  Michigan  Wiscon¬ 
sin  Pipe  Line  Company  (Applicant  or 
Michigan  Wisconsin),  One  Woodward 
Avenue,  Detroit.  Michigan,  filed  in 
Docket  No.  CP63-230  an  application  pur¬ 
suant  to  section  7(c)  of  the  Natural  Gas 
Act  authorizing  the  construction  and 
operation  of  certain  facilities  to  increase 
its  system  capacity  and  deliverability; 


the  operation,  imder  lease  f  rcxn  Michigan 
Consolidated  Gas  Company  (Michigan 
Consolidated),  of  the  North  Hamilton 
natural  gas  storage  field.  Clare  County, 
Michigan,  and  the  construction  and  op¬ 
eration  of  certain  facilities  and  the  sale 
and  delivery,  by  means  of  said  facilities, 
of  natural  gas  to  Wisconsin  Public  Serv¬ 
ice  Corporation  (Public  Service)  for  re¬ 
sale  and  distribution  by  the  latter  in  the 
communities  of  Denmark,  Kewaimee,  - 
Algoma,  Sturgeon  Bay  and  Wrightstown, 
Wisconsin,  all  as  more  fully  set  forth  in 
the  application,  as  supplemented  and 
amend^,  on  file  with  the  Commission 
and  open  to  public  inspection. 

Applicant’s  proposals  are  set  up  in  two 
phases: 

Phase  One.  To  meet  its  customers’ 
1963-64  nominated  aggregated  maximum 
daily  quantity  of  natural  gas,  Applicant 
proposes  to  operate,  under  lease  from 
Michigan  Consolidated,  the  North  Ham¬ 
ilton  storage  field,  and  thus  increase  Ap¬ 
plicant’s  system  sales  capacity  by  45,000 
Mcf.  Said  additional  45,000  Mcf  is  to  be 
transported  to  Applicant’s  Lincoln-Free- 
man  storage  field  by  15.2  miles  of  20-inch 
transmission  line  to  be  built  by  Michigan 
Consolidated  and  operated  by  Applicant 
imder  a  leasing  arrangement. 

In  order  to  increase  its  system  deliver¬ 
ability  capacity.  Applicant  proposes  to 
construct  and  operate  the  following: 

(1)  13.3  miles  of  6-inch  pipe  partially 
looping  the  Keokuk  pipeline  in  Iowa; 

(2)  10.9  miles  of  6-inch  pipe  looping 
the  Allegan  pipeline  in  Michigsm,  and, 

(3)  installing  an  additional  1,550 
horsepower  at  the  Wisconsin  “A”  Sta¬ 
tion. 

Phase  Two.  The  construction  and  op¬ 
eration  of  approximately  19.3  miles  of 
6-inch  pipe  extending  fnmi  a  point  on 
Applicant’s  Green  Bay,  Wisconsin,  pipe¬ 
line  easterly  to  Denmark,  Wisconsin,  in 
order  to  sell  and  deliver  natural  gas  to 
Public  Service  for  resale  and  distribution 
in  the  communities  of  Denmark,  Ke¬ 
waunee,  Algoma  and  Sturgeon  Bay  and 
to  provide  Public  Service  with  a  delivery 
point  on  said  proposed  line  for  service 
to  Wrightstown. 

The  application  indicates  the  third 
year  peak  day  requirements  of  these 
communities  is  7,109  Mcf. 

Applicant  estimated  the  cost  of  Phase 
One  facilities  to  be  $1,186,000  and  the 
cost  of  Phase  ’Two  facilities  to  be  $545,- 
000.  These  estimated  costs  are  to 
financed  out  of  treasury  funds. 

’Take  further  notice  that  on  February 
28,  1963,  as  supplemented  on  April  22 
and  May  24,  1963,  Public  Service  filed  in 
Docket  No.  CP63-244  an  application  pur¬ 
suant  to  section  7(a)  of- the  Natural  Gas 
Act  for  an  order  directing  Michigan  Wis¬ 
consin  to  construct  a  lateral  line  and  to 
sell  natural  gas  to  Public  Service  fof  re¬ 
sale  and  distribution  in  the  Village  of 
Mishicot.  Wisconsin,  all  as  more  fully 
set  forth  in  the  application,  as  supple¬ 
mented.  on  file  with  the  Commission  and 
open  to  public  inspection. 

The  application  indicates  the  esti¬ 
mated  third  year  maximum  day  and  an¬ 
nual  natural  gas  requirements  of 
Mishicot  are  184,190  Mcf  and  799  Mcf, 
respectively. 


On  April  3t  1963,  Michigsui  Wisconsin 
filed  an  answer  to  the  subject  application 
stating  that  it  has  no  objection  to  an 
order  requiring  it  to  construct  4.8  miles 
of  service  lateral  and  to  provide  natural 
gas  for  service  to  Mishicot.  Said  lateral 
is  estimated  to  cost  $101,200. 

Protests,  petitions  to  intervene  or  re¬ 
quests  for  hearing  in  Docket  Nos.  CP63- 
230  and  CP63-244  may  be  filed  with  the 
Federal  Power  Commission,  Washington 
25,  D.C.,  in  accordance  with  the  rules  of 
practice  and  procedure  (18  CFR  1.8  or 
1.10)  on  or  before  July  5,  1963. 

Joseph  H.  Gtttride, 
Secretary. 

[P.R.  Doc.  63-6526;  Piled,  June  20,  1963; 

8:49  a.m.] 


[Docket  No.  CP63-219] 

NORTHERN  NATURAL  GAS  CO. 

Notice  of  Application  and  Date  of 
Hearing 

June  14,  1963. 

Take  notice  that  on  February  4,  1963, 
as  amended  on  May  1,  1963,  Northern 
Natural  Gas  Company  (Applicant)  with 
its  principal  place  of  business  in  Omaha, 
Nebraska,  filed  in  Docket  No.  CP63-219 
an  application,  as  amended,  pursuant  to 
section  7(c)  of  the  Natural  Gas  Act  for 
a  certificate  of  public  convenience  and 
necessity  authorizing  the  construction 
and  operation  of  certain  facilities  ena¬ 
bling  the  sale  and  delivery  of  additional 
contract  demands  to  existing  customers 
for  the  1963-64  heating  season,  and  fur¬ 
ther  authorizing  a  certain  initial  firm 
service  and  changes  in  present  firm  serv¬ 
ice  to  two  lai^e  volume  industrial  con¬ 
sumers  served  by  three  of  Applicant’s 
customer  utility  companies,  all  as  more 
fully  set  forth  in  the  amended  applica¬ 
tion  which  is  on  file  with  the  Commission 
and  open  to  public  inspection. 

Based  upon  their  experience  during 
the  past  heating  season,  fourteen  of  Ap¬ 
plicant’s  utility  customers  have  requested 
increases  in  contract  demand  voliimes 
over  and  above  the  increases  requested 
in  the  original  application  for  the  1963- 
64  heating  season.  ’These  requests  have 
increased  the  original  added  contract 
demand  from  some  13,461  Mcf  to  30,127 
Mcf.  In  order  to  meet  these  increased 
contract  demand  volumes.  Applicant 
finds  it  necessary  to  construct  and  op¬ 
erate  additional  mainline  facilities  as 
follows:  (1)  2000  horsepower  addition  at 
the  Beatrice,  Nebraska  Compressor  Sta 
tion;  (2)  turbocharge  units  19  and  20 
at  the  Mullinville,  Kansas  Compressor 
Station  adding  1400  horsepower;  (3) 
3400  horsepower  addition  at  the  Oakland, 
Iowa  Compressor  Station;  (4)  11.9  miles 
of  30-inch  pipeline  loop  north  of  Ogden, 
Iowa;  (5)  16.8  miles  of  30-inch  pipeline 
loop  north  of  Ventura,  Iowa;  (6)  10.8 
miles  of  30-inch  pipeline  loop  north  of 
Clifton,  Kansas;  (7)  11.7  miles  of  30- 
inch  pipeline  loop  north  of  Tescott, 
Kansas;  (8)  15.7  miles  of  30-inch  pipe¬ 
line  loop  north  of  Beaver,  Oklahoma;  (9) 
10.7  miles  of  26-inch  pipeline  loop  east 
of  C^den,  Iowa;  and  (10)  .3  mile  of  26- 
inch  pipeline  loop  at  Bushton,  Kansas. 


Friday,  June  21,  1963 
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In  addition.  Applicant  proposes  to 
change  compressor  cylinders  in  a  unit 
at  the  Beatrice  Station  and  to  change  or 
modify  the  compressor  cylinders  in  cer¬ 
tain  units  at  the  Clifton  Station.  The 
total  estimated  cost  including  interest 
and  overheads  of  increasing  the  system 
salable  capacity,  is  $10,423,900,  all  to  be 
financed  from  funds  on  hand,  reserve 
accruals,  add  retained  earnings. 

Under  Applicant’s  tariff,  firm  service 
to  a  large  volume  industrial  consumer 
is  subject  to  certificate  authorization. 
Therefore  it  proposes  to  (1)  initiate  firm 
service  of  210  Mcf  per  day  to  the  W.  S. 
Moore  Company  to  be  ser .  od  by  the  City 
of  Duluth,  Minnesota;  (2)  increase  the 
firm  service  from  738  Mcf  to  850  Mcf 
per  day  to  Wood  Conversion  Company 
being  served  by  Iron  Ranges  Natural  Gas 
Company;  and  (3)  increase  the  firm 
service  from  738  Mcf  to  1000  Mcf  per  day 
to  Minnesota  Mining  and  Manufactur¬ 
ing  Company  being  served  by  Northern’s 
Peoples  Division.  No  additional  con¬ 
tract  demands  are  requested  by  these 
utilities  since  these  volumes  will  be  met 
under  existing  contract  quantities. 

This  matter  is  one  that  should  be  dis¬ 
posed  of  as  promptly  as  possible  under 
the  applicable  rules  and  regulations  and 
to  that  end: 

Take  further  notice  that,  pursuant  to 
the  authority  contained  in  and  subject 
to  the  jurisdiction  conferred  upon  the 
Federal  Power  Commission  by  sections 
7  and  15  of  the  Natural  Gas  Act,  and 
the  Commission’s  rules  of  practice  and 
procedure,  a  hearing  will  be  held  on 
July  24,  1963,  at  9:39  ajn.,  e.d.s.t.,  in  a 
Hearing  Room  of  the  Federal  Power 
Commission,  441  G  Street  NW.,  Wash¬ 
ington,  D.C.,  concerning  the  matters  in¬ 
volved  in  and  the  issues  presented  by 
such  application:  Provided,  however. 
That  the  Commission  may  after  a  non- 
contested  hearing,  dispose  of  the  pro¬ 
ceedings  pursuant  to  the  provisions  of 
§  1.30(c)  (1)  or  (2)  of  the  Commission’s 
rules  of  practice  and  procedure.  Under 
the  procedure  herein  provided  for,  unless 
otherwise  advised,  it  will  be  unnecessary 
for  Applicant  to  appear  or  be  represented 
at  the  hearing. 

Protests  or  petitions  to  intervene  may 
be  filed  with  the  Federal  Power  Commis¬ 
sion,  Washington  25,  D.C.,  in  accordance 
with  the  rules  of  practice  and  procedure 
(18  CFR  1.8  or  1.10)  on  or  before  July 
11, 1963.  Failure  of  any  party  to  appear 
at  and  participate  in  the  hearing  shall 
be  construed  as  waiver  of  and  concur¬ 
rence  in  omission  herein  of  the  inter¬ 
mediate  decision  procedme  in  cases 
where  a  request  the^or  is  made. 

Joseph  H.  Gutride, 

Secretary. 

[F.R.  Doc.  63-6587;  PUed,  June  20,  1963; 

8:tt  ajn.] 


[Docket  No.  E-7090] 

ARKANSAS  POWER  &  LIGHT  CO. 
Notice  of  Postponement  of  Hearing 

June  14,  1963. 

Upon  consideration  of  the^  motion  filed 
June  10,  1963,  by  Arkansas  Power  & 


Light  Company  for  postponement  of  the 
hearing  now  scheduled  to  commence  on 
June  24.  1963,  by  the  Commission’s 
order  issued  April  16,  1963,  in  the  above- 
designated  matter; 

Take  notice  that' said  hearing  is  post¬ 
poned  to  September  23,  1963. 

Joseph  H.  GuramE, 

Secretary. 

[F.R.  Doc.  63-6525;  Piled,  June  20,  1963; 
8:49  am.] 


HOUSING  AND  HOME 
,  HNANCE  AGENCY 

OfRce  of  the  Administrator 

ACTING  ASSISTANT  COMMISSIONER 
FOR  URBAN  PLANNING  AND  COM¬ 
MUNITY  DEVELOPMENT,  URBAN 

RENEWAL  ADMINISTRATION 

Designation 

’The  officers  appointed  to  the  following 
listed  positions  in  the  Urban  Renewal 
Administration.  Housing  and  Home 
Finance  Agency,  are  hereby  designated 
to  serve  as  Acting  Assistant  Commis¬ 
sioner  for  Urban  Planning  and  Cmn- 
munity  Development  during  the  absence 
of  the  Assistant  Commissioner  for  Urban 
Planning  and  Community  Development, 
with  all  the  powers,  functions,  and  duties 
delegated  or  assigned  to  the  Assistant 
Commissioner  for  Urban  Planning  and 
Community  Development,  provided  that 
no  officer  is  authorized  to  serve  as  Act¬ 
ing  Assistant  Commissioner  for  Urban 
Planning  and  Community  Development 
unless  all  other  officers  whose  titles  pre¬ 
cede  his  in  this  designation  are  unable 
to  act  by  reason  of  absence: 

1.  Deputy  Assistant  Commissioner  for 
Urban  Planning  and  Cwnmunity  Devel¬ 
opment. 

2.  Director,  Open-Space  Land  Branch. 

3.  Director,  Urban  Planning  Assistance 
Branch. 

4.  Director,  Community  Development 
Branch. 

(62  Stat.  1283  (1948),  as  amended  by  64  Stat. 
80  (1950) ,  12  n.S.C.  1701c;  Housing  and  Home 
Finance  Administrator’s  delegation  published 
at  25  FJt.  9874,  10/14/60,  as  amended  at  28 
P.R.  2933,3/23/63) 

Effective  as  of  the  22d  day  of  May  1963. 

[seal]  Wn.LiAM  L.  Slayton, 

Urban  Renewal  Commissioner. 

[P.R.  Doc.  63-6532;  PUed,  June  20,  1963; 

8:50  a.m.] 

OFFICE  OF  EMERGENCY 
PLANNING 

H.  C.  TURNER,  JR. 

Employment  Without  Compensation 

and  Statement  of  Business  Interests 

Pursuant  to  section  710(b)  of  the  De¬ 
fense  Production  Act  of  1950  as  amended, 
notice  is  hereby  given  of  the  appoint¬ 
ment  of  Mr.  H.  C.  Turner.  Jr..  President, 
Turner  Construction  Company,  as  a 


Consultant,  W(X;,  effective  June  4,  1963, 
Policy  Development  Office,  in  the  Office 
of  Emergency  Planning. 

Statement  of  his  business  interests  ap¬ 
pears  below. 

Dated;  June  14,  1963. 

Edward  A.  McDermott, 

Director. 

Appointee’s  Statement  of  Business 
Interests 

Part  /.  The  following  statement  lists 
the  names  and  concerns  required  by  sub¬ 
section  710(b)  (6)  of  the  Defense  Produc¬ 
tion  Act  of  1950,  as  amended. 

Turner  Construction  Company,  New  York, 
Chairman,  President,  Director. 

Provident  Tradesmens  Bank  and  Trust  Co., 
PhUadelphla,  Pa.,  Directs. 

Liberty  Mutual  Insurance  Co.,  Boston,  Mass., 
Director. 

Colonial  WUllamsburg,  Inc.,  WUllamsburg, 
Va.,  Trustee. 


Securities: 

Aztec  Oil  &  Gas  Co _  234  shs. 

Babcock  &  Wilcox _  400  shs. 

Bendlz  Aviation  Carp _  77  shs. 

British  American  Oil  Co _ _ _ 100  shs. 

Calgary  &  Edmonton _  300  shs. 

Clevlte,  Inc _  50  shs. 

DlUlngham  Corp _ 100  shs. 

Dominion  Tar  &  Chemical  Co., 

Ltd - - -  250  shs. 

E.  I.  du  Pont  de  Nemours _  40  shs. 

Garrett  Corp _  46  shs. 

General  Motors  Corp _  20  shs. 

Johns  ManvUle  Corp _ 100  shs. 

Kern  Cormty  Land  Co _  50  shs. 

Owens  Coming  Flberglas _  60  shs. 

Perkln-Elmer  Corp _ 100  shs. 

Standard  OU  Co.  of  CaUfomla..  155  shs. 

Standard  Oil  Co.  of  New  Jersey _ 100  shs. 

TEXACO,  Inc _ 124  shs. 

United  States  Rubber _  60  shs. 

Tex-Star  Oil  &  Gas  Corp _  200  shs. 


Part  II.  The  following  list  contains 
the  names  and  addresses  of  all  compa¬ 
nies,  firms,  governmental  agencies,  re¬ 
search  organizations  and  educational  in¬ 
stitutions  which  I  serve  as  an  employee. 

Committee  for  Economic  Development,  N.Y., 
Trustee. 

Rosemary  Hall,  Greenwich,  Conn.,  Trustee. 

Part  III.  The  following  list  contains 
the  companies  and  business  organiza¬ 
tions  in  which  I  hold  any  other  financial 
Interest — ^None. 

Part  IV.  The  income  I  derive  from 
my  position  of  consultancy  to  the  Gov¬ 
ernment  does  not  constitute  my  principal 
means  of  livelihood. 

Dated:  June  4,  1963. 

H.  C.  Turner,  Jr., 

[P.R.  Doc.  63-6514;  Piled,  Jvme  20,  1963; 
•  8:45  ajn.] 

INTERSTATE  COMMERCE 
COMMISSION 

[Notice  822] 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

June  18,  1963. 

Synopses  of  orders  entered  pursuant  to 
section  212(b)  of  the  Interstate  Com¬ 
merce  Act.  and  rules  and  regulations  pre- 
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NOTICES 


scribed  thereunder  (49  CJPR  Part  179), 
appear  below: 

As  provided  in  the  Commission’s 
general  rules  of  practice  any  interested 
person  may  file  a  petition  seeking  recon¬ 
sideration  of  the  following  numbered 
proceedings  within  30  days  from  the  date 
of  service  of  the  order.  Pursuant  to 
section  17(8)  of  the  Interstate  Com¬ 
merce  Act,  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pending  its  dis¬ 
position.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-PC  65519.  By  order  of  Jime 
13,  1963,  Division  3,  acting  as  an  Appel¬ 
late  Di^^ion,  approved  the  transfer  to 
Grand  Rapids  Storage  Company,  a  cor¬ 
poration,  Grand  Rapids,  Mich.,  of  cer¬ 
tificates  in  Nos.  MC  87539,  MC  87539 
(Sub-No.  16)  and  MC  87539  (Sub-No. 
17),  issued  November  3,  1947,  June  13, 
1951,  and  April  27,  1950,  respectively,  to 
Grand  Rapids  Storage  Company,  a  cor¬ 
poration,  Grand  Rapids,  Mich.,  author¬ 
izing  the  transportation  of :  Church  fur¬ 
niture,  school  desks,  theatre  seats,  and 
folding  chairs,  from  Grand  Rapids, 
Mich.,  Atlanta,  Ga.,  and  Dallas,  Tex.,  to 
points  in  Maine,  New  Hamphire,  Ver¬ 
mont,  Massachusetts,  Rhode  Island,  Del¬ 
aware,  Maryland,  Virginia,  West  Vir¬ 
ginia,  Kentucky,  North  Carolina,  South 
Carolina,  Georgia,  Florida,  Texas,  Coa¬ 
homa,  Tennessee,  and  Iowa;  bus  seats 
and  boat  and  airplane  seats,  from 
Atlanta,  Ga.,  and  Dsdlas,  Tex.,  to  points 
in  18  States;  vehicle,  boat,  and  airplane 
seats,  and  parts  thereof  and  accessories 
therefor,  uncrated,  from  Grand  Rapids, 
Mich.,  to  points  in  28  States  and  the  Dis¬ 
trict  of  Columbia;  rejected  shipments  of 
above-named  commodities  from  destina¬ 
tion  points  to  Grand  Rapids,  Mich.; 
pianos,  from  Cincinnati,  Ohio,  Chicago, 
m.,  and  Fort  Wa3me  and  Richmond,  Ind^, 
to  Muskegon,  Battle  Creek,  Belding, 
Ionia,  Big  Rapids,  and  Greenville,  Mich.; 
damaged  or  rejected  pianos  from  above- 
specified  destination  point  to  origin 
points;  new  fumitiu*e,  between  Grand 
Rapids,  Mich.,  on  the  one  hand,  and,  on 
the  other,  points  in  Missouri,  Minnesota, 
Wisconsin,  Illinois,  Indiana,  Ohio,  Penn¬ 
sylvania,  New  York,  New  Jersey,  Con¬ 
necticut,  and  the  District  of  Coltunbia; 
new  fmniture,  from  9  points  in  Michigan 
to  points  in  20  States;  from  Sparta, 
Mich.,  to  points  in  Colorado,  California, 
and  Nevada;  from  Charlotte,  Mich.,  to 
Oklahoma,  Texas,  Arkansas,  Louisiana, 


Mississippi,  Alabama,  Georgia,  and  Ten¬ 
nessee;  new  store  fixtiures,  uncrated, 
from  Grand  Rc^ids,  Mich.,  to  points  in 
20  States;  and  defective  commodities 
thereof  from  destination  points  to  points 
of  origin;  shuffleboards,  imcrated,  and 
thereof  from  destination  points  to  points 
from  Grand  Rapids,  and  Ionia,  Mich., 
to  points  in  the  United  States.  Ronald 
W.  Malin,  c/o  Johnson,  Peterson,  Tener 
&  Anderson,  Bank  of  Jamestown  Build¬ 
ing,  Jamestown,  N.Y.,  attorney  for 
applicants. 

[SEAL]  Harold  D.  McCoy, 

Secretary. 

[F.R.  Doc.  63-6533;  PUed,  June  2p,  1963; 

8:61  ajn.] 


FOURTH  SECTION  APPLICATIONS 
FOR  RELIEF 

June  18, 1963. 

Protests  to  the  granting  of  an  appli¬ 
cation  must  be  prepared  in  accordance 
with  Rule  1.40  of  the  general  rules  of 
practice  (49  CFR  1.40)  and  filed  within 
15  days  from  the  date  of  publication  of 
this  notice  in  the  Federal  Register. 

Long-and-Short  Haul 

FSA  No.  38378:  Liquid  caustic  soda  to 
Pacolet,  S.C.  Filed  by  O.  W.  South,  Jr., 
agent  (No.  A4329) ,  for  and  on  behalf  of 
Southern  Railway  Company.  Rates  on 
liquid  caustic  soda,  in  tank-car  loads, 
from  Memphis,  Tenn.,  to  Pacolet,  S.C. 

Grounds  for  relief:  Market  competi¬ 
tion. 

Tariff:  Supplement  128  to  Southern 
Freight  Association,  agent,  tariff  I.C.C. 
S-116. 

'  FSA  No.  38379:  Commodity  rates — 
Sea-Land  Service,  Inc.  Filed  by  Sea- 
Land  Service,  Inc.  (No.  47),  for  itself 
and  interested  carriers.  Rates  on  tools, 
hardware  and  glass,  as  described  in  the 
application.  In  truckloads,  loaded  in 
highway  trailers  over  the  highways  and 
loaded  in  container-ships  to  move  via 
water,  in  intercoastal  service,  from 
Buffalo,  N.Y.,  to  Los  Angeles,  CaUf.,  and 
from  Pittsburgh,  Pa.,  to  Los  Angeles  and 
San  Francisco,  Calif. 

Grounds  for  relief:  All-rail  competi- 
dbn. 

Tariff:  Supplement  23  to  Sea-Land 
Service,  Inc.,  tariff  I.C.C.  14. 

FSA  No.  38380:  Wheat  to  points  in 
Illinois,  Kansas,  and  Missouri.  Filed  by 
Western  Trunk  Line  Committee,  agent 
(No.  A-2309) ,  for  interested  rail  carriers. 


Rates  on  wheat  and  direct  products 
thereof,  as  described  in  the  application, 
in  carloads,  from  Atchison,  Leavenworth, 
Kans.,  Kansas  City.  Mo.-Kans.,  and  St. 
Joseph,  Mo.,  to  specified  points  in  Illinois, 
Kansas,  and  Missouri. 

Grounds  for  relief :  Motor-carrier  and 
cross-country  competition. 

Tariff :  Supplement  40  to  Western 
Trunk  Line  Conunittee,  {(gent,  tariff 
I.C.C.  A-4423. 

FSA  No.  38382:  Salt  to  southwestern 
territory.  Filed  by  Southwestern  Freight 
Bureau,  agent  (No.  B-8409),  for  inter¬ 
ested  rail  carriers.  Rates  on  common 
salt,  {IS  described  in  the  application,  in 
c{u:lo{tds,  from  specified  points  in  Michi- 
g{ua.  New  York,  Ohio,  {dso  Ojibway,  and 
S{u:nia,  Ontario,  Camida,  to  points  in 
southwestern  territory. 

Grounds  for  relief:  Market  competi¬ 
tion. 

T{uiff :  Supplement  20  to  Southwestern 
Freight  Bureau,  agent  t{u:iff  I.C.C.  4505. 

FSA  No.  38383:  Lumber  and  related 
articles  from  and  to  points  in  south¬ 
western  territory.  Fil^  by  Southwest¬ 
ern  Freight  Bureau,  {igent  (No.  B-8410), 
for  interested  r{m  carriers.  Rates  on 
lumber  and  related  {ui;icles,  in  carloads, 
between  points  in  southwestern  territory, 
on  the  one  hand,  and  points  in  Colorado 
on  the  C^  {md  D&RGW  r{tilroads,  on 
the  other. 

Grounds  for  relief:  C{urrier  competi¬ 
tion. 

T{u*iff:  Supplement  33  to  Southwest¬ 
ern  Freight  Bureau,  agent,  tariff  I.C.C. 
4506. 

Aggregate  of  Intermediates 

FSA  No.  38381:  Commodities  between 
points  in  Texas.  Filed  by  Texas-Louisi- 
{ina  Freight  Bureau,  {igent  (No.  472) ,  for 
interested  rail  carriers.  Rates  on  cement 
and  related  {ulicles,  in  carlo{ids,  from 
specified  points  in  Texas,  to  Amarillo, 
Tex. 

Grounds  for  relief:  Maintenance  of 
depressed  rates  published  to  meet  intra¬ 
state  competition  without  use  of  such 
■rates  as  factors  in  constructing  com¬ 
bination  rates. 

Tariff :  Supplement  49  to  Tex{is-Loui- 
siana  Freight  Bureau,  agent,  tariff  I.C.C. 
935. 

By  the  Commission. 

[seal]  Harold  D.  McCoy, 

Secretary. 

[FH.  Doc.  63-6534;  FUed,  June  20,  1963; 

8:51  a.m.] 
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CUMULATIVE  CODIFICATION  GUIDE— JUNE 


The  following  numerical  guide  is  a  list  of  the  parts  of  each  title  of  the  Code  of 
Federal  Regulations  affected  by  documents  published  to  date  during  June. 
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